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M:S°A 
| RESEARCH LABORATORY 


Today’s advanced industrial methods place a double responsibility 
on safety: (1) Products must be developed to combat the new 
hazards of modern industrial techniques; (2) Existing products 
must be improved to keep pace with current demands. 

Dedicated to this double goal is the M.S.A. Research Laboratory. 
M.S.A. products, with the extra safety added by this research, are 
answering management's needs for continued and improved safety 
to further expand and improve plant production. 

When you have a safety problem, chances are we can solve it for 
you. We'll be glad to talk it over. 


As MINE SAFETY APPLIANCES COMPANY 
EY 


BRADDOCK, THOMAS AND MEADE STS. ¢ PITTSBURGH 8, PA, 
At Your Service: 69 Branch Offices in the United States 


| 


A 


¢f ) MINE SAFETY APPLIANCES CO. OF CANADA, LIMITED 


ay Toronto, Montreal, Calgary, Winnipeg, Vancouver, New Glasgow, N.S. 


Representatives in Principal Cities in Mexico, Central and South America 
N . 
every safety problem Cable Address ‘‘MINSAF"’ Pittsburgh 
to help you. 





dependable 
eye protection. 


Combined protection, comfort and appearance 


make Willson safety spectacles outstanding in 


value 


Choose from a full range of metal and 


plastic frames —fitted with Super-Tough” heat- 


treated glass lenses, or Plas-Tough* plasticlenses 


—every 


one tested for impact resistance and 


optical quality. Send for catalog describing our 


complete line of safety equipment 


STYLE AH 


METAL FRAME Latest style 
spectacie with single bridge. 
Have Hi-Line temples with a 
dressy" look. Also available 
with side shields. (Non-flam- 
mable plastic frame Style WKS 
shown at top.) 


CHOOSE YOUR 


FAVORITE 

LENSES SUPER-TOUGH* 
WILLSONITE® 

FOR PLAS-TOUGH* 


ANY WILLSON SPECTACLES 


Three popular types of lenses are avail- 
able for all Willson Spectacles. Clear 
glass Super-Tough*, Willsonite® Green 
Super-Tough* and the new Plas-Tough* 
lenses that combine the impact resistance 
of heat-treated glass with the comfort 
of lightweight plastic. 


*Trademork 


See your WILLSON distributor or write for Catalog 


WILLSON PRODUCTS, INC., 205 Washington St., Reading, Pennsylvania 
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For prompt safety service 
CONSULT YOUR... 
AUTHORIZED WILLSON 
DISTRIBUTOR 


ALBUQUERQUE, N. MEX.— 

Hendrie & Bolthotf Co. 
ATLANTA, GA.—Fulton Supply Co 
BALTIMORE, MD.—Carey Mach. & Sup. Go 
BIRMINGHAM, ALA.— 

Safety Engrg. & Supply Co 
BOSTON, MASS. — 

Cutter, Wood & Sanderson Co 


BUFFALO, N. Y.—American Alleate Co 
BUTTE, MONT.—Montana Hardware Co 
CASPER, WYO.—Caesper Supply Co 
CHARLESTON, S. C.—Cameron & Barkley Co 
CHARLESTON, W. VA.—Satfety First Supply Co 
CHATTANOOGA, TENN.—C. D. Genter Co 
CHICAGO, ILL.—Protective Equipment, Inc 
C:NCINNATI, OHIO-—The E. A. Kinsey Co 
Orr Safety Supply Co. 
CLEVELAND, OHIO—Safety First Supply Co 
COLUMBUS, OHIO—The E. A. Kinsey Co 
DALLAS, TEXAS—Engineering Supply Co 
DAYTON, OHIO—The E. A. Kinsey Co 
DEADWOOD, S. DAK.—Hendrie & Boltholi Co. 
DENVER, COLO.—Hendrie & Boltholf Co. 
DETROIT, MICH.—The Chas. A. Strelinger Co 
EL PASO, TEX.—E. D. Bullard Co 
GRAND RAPIDS, MICH.—F. Raniville Co 
GREENSBORO, N. C.-—-Smith-Courtney Co 
Gi .ENVILLE, S. C.—-Carolina Supply Co 


HARTFORD, CONN.— 
Industrial Safety Supply Co., Inc. 


HICKORY, N. C.—-Smith-Courtney Co. 


HOUSTON, TEXAS 
Allied Safety Equipment, Inc 


INDIANAPOLIS, IND.—The E. A. Kinsey Co. 
JACKSON, MISS.— 

Dilworth of Mississippi, Inc. 
JACKSONVILLE, FLA.—Cameron & Barkley Co. 
KALAMAZOO, MICH.—Satety Services, Inc. 
KANSAS CITY, KANS.—L. R. Stone Supply Co 
LOS ANGELES, CALIF.—E. D. Bullard Co. 
LOUISVILLE, KY 

Neill-LaVielle Supply Co., Inc 

Orr Safety Equipment Co. 

MEMPHIS, TENN.—J. E. Dilworth Co. 

MIAMI, FLA.—Cameron & Barkley Co. 
MILWAUKEE, WIS.— Protective Equipment, Inc. 
MUSKEGON, MICH.—Factory Supply Co. 
NEWBURGH, N. Y.—W. L. Smith Co 


NEW ORLEANS, LA.— 
Woodward, Wight & Co., Ltd. 


NEW YORK, N. Y.—W. S. Wilson Corp. 


OKLAHOMA CITY, OKLA.— 
Hart Industria] Supply Co 


OMAHA, NEBR.— 
{ nterstate Machinery & Supply Co 


ORLANDO, FLA.—Cameron & Barkley Co. 
PHILADELPHIA, PA.—Industric! Products Co 
PITTSBURGH, PA.—Salety First Supply Co. 
PORTLAND, ORE.—J. E. Haseltine & Co 
PROVIDENCE, R. I.—James E. Tierney 
RICHMOND, VA.—Smith-Courtney Co 
ST. LOUIS, MO.—Sligo, Incorporated 
ST. PAUL, MINN.—Farwell, Ozmun, Kirk & Co 
SALT LAKE CITY, UTAH— 

[ ndustrial Supply Co., Inc 
SAN FRANCISCO, CALIF.—E. D. Bullard Co. 
SANTA FE, N. MEX.—-Hendrie & Bolthoff Co. 
SAVANNAH, GA.—Cameron & Barkley Co. 
SCRANTON, PA.—L. B. Potter & Co. 
SEATTLE, WASH.—J. E. Haseltine & Co. 
SPOKANE, WASH.—]. E. Haseltine & Co 
SPRINGFIELD, MASS.—Charles C. Lewis Co. 
SYRACUSE, N. Y.—Syracuse Supply Co. 
TACOMA, WASH.—1. E. Haseltine & Co. 
TAMPA, FLA.—-Cameron & Barkley Co. 
TOLEDO, OHIO—Safety First Supply Co. 
TROY, N. Y.—The Troy Belting & Supply Co. 
TULSA, OKLA.—Krisman Industrial Supply Co. 


CANADA 


Safety Supply Company—Toronto, Montreal, 
Ottawa, Edmonton, Vancouver, Halifax 
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National Safety Council 


REG. U. S. PAT. OFF, 


Home Orrice —425 North Michigan 
Ave., Chicago 11, II. 

Eastern Orrice — 800 Chrysler Build 
ing, New York 17, N. Y 
Western Orrice —950 California St., 
San Francisco 8, Calif. 


Chairman of the Trustees: 
Lee Warren James, Attorney, Old 
Brookville, N. Y. 


Chairman, Board of Directors: 

E. F. pu Pont, director, Employee 
Relations Department, E. I. du Pont de 
Nemours & Co., Wilmington, Del. 
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Nep H. Dearsorn, Chicago. 
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Guy L. Nose, managing director, 
National Committee on Boys and Girls 


Club Work, Chicago. 
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Georce F. Getz, Jr., president, The 
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sioner of Labor and Industry, State of 
Maine, Augusta, Me. 











No. 5 of a series of 6 


DRY CHEMICAL 


FIRE EXTINGUISHING 
EQUIPMENT 





FRANCIS G. HOOD MEMORIAL BLDG., MARINETTE, WIS. 


Send for File No. 547. You will 

receive a variety of helpful print- 

ed matter. Included is our latest 

catalog which describes Ansul 

Extinguishers of all sizes — from 

wae Fe oe 4 to An- 

sul Pip ystems and Ansul 2000 Sale 

Ib, Stationary Units. Also in- EG : “ 

cluded is additional information Chemical Lom ney 
on Ansul Services, FIRE EQUIPMENT DIVISION © MARINETTE, WISCONSIN 


MODEL 30-B 
OFFICES AND DISTRIBUTORS IN PRINCIPAL CITIES IN THE U. S. A.. CANADA AND OTHER COUNTRIES 
ALSO MANUFACTURERS OF INDUSTRIAL CHEMICALS, REFRIGERANTS AND REFRIGERATION PRODUCTS 
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Cut Your Fire Losses 
With This Tested 
Rockwood Equipment 


ROCKWOOD TYPE FFF FogFOAM NOZZLE WITH FogFOAM SCREEN puts out 
large fires in gasoline, benzol, and other highly volatile flammable liquids. 
Provides far greater extinguishing action than ever before possible with 
old-style chemical or mechanical foam equipment. Used in industrial 
plants, oil transport companies, refineries, airports, and municipal fire 
departments. Three sizes for service on 114”, 214", and 34” fire hose 
lines. 

Nozzle provides three different discharges ... FogFOAM with screen 
(shown), solid FOAM stream with foam shaper (not shown), and/or 
high-velocity WaterFOG by shutting off FOAM liquid. Through Fog- 
FOAM screen, 214" size discharges 200 gpm @ 100 psi. Range: ap- 
proximately 30 feet. Approved by Underwriters’ Laboratories, Inc. 


ROCKWOOD DOUBLE STRENGTH, FAST-FLOW FLUID FOAM LIQUID (3%) ex- 
tinguishes large spill fires in gasoline with maximum speed and safety to 
firemen. More fluid, faster spreading. Mixed with 97 parts water, it 
forms excellent foam blanket that quickly re-seals if broken. Flows 
freely at sub-zero temperatures (— 15°F). Clings to metal surfaces as an 
insulator. Will not cause corrosion and is easily washed off. 

Used with fire hose line nozzles and permanently piped FogFOAM and 
FOAM installation. Comes in 5-gallon cans or 50-gallon drums. 
Approved by Underwriters’ Laboratories, Inc. 

Regular Rockwood FOAM Liquid (6%) also available in 5-gallon cans 
or 50-gallon drums. 


ROCKWOOD MODEL DUAL "B" AROUND-THE-PUMP PROPORTIONER auto- 
matically feeds FOAM liquid or wetting agent into hose lines. Eliminates 
waste, assures accurate mixing. Used when pressure is maintained by a 
pump from draft supply or booster tank. Operates in range from 34” 
booster lines to 24" hose lines. 

Multimeter settings admit proper amounts of wetting agent for varying 
nozzle discharges and solution strengths — metering valve serves same 
purpose on FOAM side of eductor. Ball check valve prevents water 
from backing into FOAM liquid container. 

Maximum nozzle discharge when using FOAM liquid: 200 gpm — when 





using 1°%, wetting agent solution: 100 gpm. 
Custom-engineered proportioning systems for all mobile equipment are 


also available. 


sahemoe! F 
~ 
mi F 
par tethe @o Redwet i ROCKWOOD SPRINKLER CO. 


Fire Fighting Products. Write 

direct to Rockwood Sprinkler 

Company, 72 Harlow Street, : Engineers Watier...to cut fire losses 
Worcester 5, Massachusetts. a 


Ger your copy of this 
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Air Casualties 


It’s bad air that does it. But you can step up 
production by putting a Coppus Blower on 
the job to keep the air moving — and keep 
the men cool. 


The kind of air a man works in has a lot 
to do with how much work he can turn out. 
In confined places like shipholds or tanks 
or drums or boilers . . . or wherever the 
air is stagnant or hot or full of fumes... 
a Coppus Blower is a must for getting 
first-class work out of the men, all the time. 
A Coppus Blower or Exhauster helps 
avoid sickness and lassitude due to bad air 

. . and improves morale, too. 

Portable and adaptable for special pur- 
poses, Coppus Blowers and Exhausters will 
have dozens of uses around your plant. 
The “Blue Ribbon” (a blue painted band) 
is your assurance of quality performance 
at lowest cost. 


CABLE MANHOLE AND TANK VENTILATORS — BOILER MANHOLE BLOWERS AND EXHAUSTERS — HEAT KILLERS — 
SHIPHOLD VENTILATORS ...DESIGNED FOR YOUR INDUSTRY —ENGINEERED FOR YOU 

MAIL THIS CouPON To Coppus Engineering Corp., 132 Park Avenue, Worcester 2, Mass. Sales offices in 

THOMAS’ REGISTER. Other “Blue Ribbon” Products in BEST’S SAFETY DIRECTORY. 


iis | 





PLEASE SEND ME INFORMATION ON SUPPLYING FRESH AIR TO MEN WORKING: 


Oo oe am (_] on boiler repair jobs. RIE oncicies its dinspimentncenitacncadiaienaan 
COOLING: 
motors, generators, 
in aeroplane fusilages, O outenbearte, 
— () wires and sheets, 


C) on coke ovens. (_) general man cooling. 
(_] around cracking stills. 





0 in underground cable 








0 . steam-heated rub- 
processes. 


anandédase sseeeee enone 
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Che 


or WINGUARDS 


On January 31, 1952, one of the country’s out- 
standing metallurgical research laboratories was 
commissioned to make comparative strength 
tests on safety box toes, with testing specimens 


and testing methods in compliance to ASA 


specifications. The averaging of their compres- 


sion and impact testing figures certifies WINGUARD 


400 and 500 to be 45+% stronger —and safer — 


M is the 

Roman numeral 

for the quantity million. 
As concerns WINGUARDS 
the figure should actually 
be IT M since there 

are two toes 


to a pair. 
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milan halla 


sues STEEL BOX TOES 





than non-wing types otherwise related in height, 
profile and contour. 

WINGUARD 400 —“dress” type usually used in oxfords. 
WINGUARD 500 —“wark* type acodlt ssene rugged shes comnenatioite 
We feel this clinical proofing of their superior 
safety advantages is undeniably linked to the 
fact that on July 30th, we shipped the millionth 
pair of WINGUARDS. 


In case #6913, B/L 28872, P.O. #41127, Pro- 
duction Order B-11888, consigned to Daoust, 
Lalonde Inc., Montreal, P. Q., Canada. 


— one of the forty-eight safety shoe manufacturers 
in the United States and Canada licensed to use 
WINGUARD steel safety box toes. 
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@ There’s no halfway feeling about fire and its resulting 
destruction with an expert fire protection engineer ... he ac- 
tually hates to see a little fire roar into a raging inferno and 


create a sizeable loss. 
man This personal sense of responsibility is inherent with 
C-O-TWO Fire Protection Engineers...a definite plus in 


your behalf. Whether its fire detecting or fire extinguishing 
... portables or built-in systems...C-O-TWO means top 


& quality backed by experienced engineering that results in 
wi | f operating superiority for you at all times. 
With C-O-TWO Fire Protection Equipment, simplicity, 


practicability, longevity and minimum maintenance are 
built-in features that guarantee fast, positive action the in- 
stant fire strikes. Furthermore, extensive manufacturing 
and field installation skills, together with approvals such as 
the Underwriters’ Laboratories, Inc., Factory Mutual Lab- 
oratories, Armed Forces and Government Bureaus assure 
you of the finest in modern fire protection equipment. 


Rushed production periods and future expansions are 
some of the many problems carefully considered in a plant- 
wide firesafety recommendation by C-O-TWO Fire Protec- 
tion Engineers ...the prime objective always being the best 
type fire protection equipment for the particular fire 
hazard concerned. 


WHEN BUSINESS STOPS. ..INCOME STOPS! 


Don’t take chances with your investment. Secure the benefits 
of highly efficient fire protection engineering today ...our 
extensive experience over the years is at your disposal with- 
out obligation. Get the facts now! 


€-O-TWO FIRE EQUIPMENT COMPANY 


NEWARK 1 + NEW JERSEY 


MANUFACTURERS OF APPROVED FIRE PROTECTION EQUIPMENT 
C-O-TWO FIRE EQUIPMENT OF CANADA, LTD. * TORONTO 8 * ONTARIO 
Squeez-Grip Carbon Dioxide Type Fire Extinguishers 


Dry Chemical Type Fire Extinguishers Sales and Service in the Principal Cities of United States and Canada 
Built-in High Pressure and Low Pressure Carbon Dioxide 


Type Fire Extinguishing Systems AFFILIATED WITH PYRENE MANUFACTURING COMPANY 
Built-In Smoke and Heat Fire Detecting Systems 
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tHe ZZ SAF-HED 
¥/BER GZASS HAT 


Greater Strength 
Longer 
Life 


@ Lightweight — Comfortable 
e Rugged one piece molded seam- 
less crown 


@ No warping from heat or mois- 
ture 


@ Not affected by Acids, Alkalis or 
Solvents 

@ Highly resilient — will not split, 
crack or deform 


e@ Meets A.S.A. Code for dielectric 
tests 
FIBER GLASS 
OFFERS GREATEST e Exceeds A.S.A. Code for impact 
STRENGTH-WEIGHT resistance 


oe © Cradle quickly and easily adjusted 
to fit all head sizes 


e Attractive, streamlined appear- 
ance 








FOOT 18S./INCH 
FIBER GLASS MOLDING 25% GLASS BY VOLUME 





SPECIFIC IMPACT STRENGTH EDGE 
UNNOTCHED OF VARIOUS MATERIALS 


STRUCTURAL STEEL 1020 


ALUMINUM 24 ST 


SUPPLIED BY OWENS-CORNING Write for literature and prices. 
FIBERGLAS CORP. REPORT OF 6-25-51 


UNITED STATES SAFETY SERVICE CoO. 


KANSAS CITY 6, Mis SOURI BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 
In Canada PARMELEE, LTD. Toronto — Montreal 


National Safety News, December, 1952 








Use Ampeo Safety 700s 


on every job where a spark 
can mean disaster 


ONCE a fire starts, ail you can do is fight to 
hold your loss to a minimum, But why take 
chances? A few dollars invested in Ampco <& 
Safety Tools today prevent the sparks that might 
start costly fires tomorrow. Such protection is 
the cheapest insurance you can buy, 

That’s why Factory Mutual Laboratories and 
other safety authorities approve and recommend 
Ampco & Safety Tools for use in hazardous 
locations, 


Select the right Safety Tool for every job from 
the more than 400 items that make the Ampco 
line the world’s most complete. Your insurance 
rates are lower, your workers’ efficiency higher 
because they feel more secure. 


*Reg. U. S. Pat. Off 


AMPCO METAL, INC. 


Department NS-12 
Milwaukee 46, Wisconsin 


de 
“7 adernyicke Oe 
1008 ae 
: T-6 

In Canada—Sofety Supply Co., Toronto, Ontario 
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LOZENGES 


.\ 
, \ For Throat Irritations 


4 


i which may result in lost man 


T bours of work. 


The original anesthetic-antiseptic throat lozenge is 
more effective than any imitation. 

‘Thantis’ Lozenges contain no antibiotic; they produce 
no unpleasant by-reactions in the mouth. 

‘Merodicein’®, the long-lasting antiseptic, combats 
infection. Saligenin, the unique local anesthetic, effectively 
relieves pain and irritation. 

Twenty-two years’ extensive clinical and lay use has 
proved the safety and effectiveness of this popular product. 


cA 


OT SILNVAL 


Supplied in vials of 12 lozenges. 


® Registered in U. S, Pat. Office 


er ey 
A POOPO"D 49 PVO'E DY mM MW! COMPOLOM Bevo? 


SA9NAZ 
-STONAZOT SILNVHL 


0 | eupbyes 0 


HYNSON, WESTCOTT & DUNNING, INC. 
Baltimore 1, Maryland 
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INLAND 4 


Because ACCIDENTS are COSTLY, safe, 
sure footing pays off in higher pro- 
duction, better fire protection and 
lower insurance rates. 

Men “‘on the move” appreciate the 
non-skid, slip-resistant qualities of 
Inland 4-Way Safety Plate. They 
work faster and more efficiently; 
morale is generally higher 


® 


lities of Inland 
means lower 
d replacement costs 
— ewer repairs 
You'll be wise to use Inland 4-Way 
Safety Plate on all danger spots in 
your plant and as standard equipment 
for your products. It’s a worthwhile 
investment any way you look at it. 


INLAND STEEL COMPANY 


38 SOUTH DEARBORN STREET 


SALES OFFICES: Chicogo * Dovenport * Detroit 


vis © St. Poul 


. CHICAGO 3, ILLINOIS 


ndianapolis * Kansos City * Milwaukee © New York 


PRODUCTS: Sheets, Strip, Tin Mill Products, Bors, Plates, Structural Shopes, Sheet Piling, Reinforcing Bors, 


Pig Iron, Rails and Track Accessories 
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ANNOUNCES 
ITS NEW 
LINE OF 
SAFETY 
GOGGLES! 


The 220 Series boggles 


The new 220 Series Goggles Metal construction combines comfort 
with strength and long life. 


are designed to give the utmost in eye 
‘ ‘ Peston — ted side 
protection. Comfort is assured during Designed to permit unobstructed sid 
to side vision. 


continued wear by proper balance Fl 
- Heat treated safety lenses, individually 


combined with lightness of weight. tested for impact resistance, and exam- 
This results in worker approval and ined for optical perfection. 


a higher factor of safety. Varied Flat or curved lenses—either clear or 
absorptive green in medium, dark and 


combinations make these goggles 
bin B°8E extra dark shades, 


adaptable many industrial oper- hei , ‘ 
adaptal > I * Many combinations of side shields, lens 


ations requiring positive eye protection. sizes and bridge widths. 


For illustrated folder, containing prices and detailed informa- 
tion, write directly to Pennsylvania Optical Co., Reading, Penna. 


Order Direct pennsvuvania OPTICAL COMPANY 


READING, PA. 


: and Save Known for Fine Ophthalmic Products Since 1886 
ia Vo 
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STONEHOUSE SIGNS -A¢cIDENT 











THERES 00 | (gee 
SUBSTITUTE 


FoR MOVING 


| MAC HIM: R 
SAFETY} ad p ee 
ICAUTIO ON} NOTICE TO FOREMEN | TO FOREMEN recision 
LARELESSNESS . 
1S DANGEROUS | Best workmanship can thrive only under favorable 


| UNDER WO CIRC UMS TAN 
IF WORKMEN INSIST plant conditions. And first among these is Safety. 


ON BEING CAREL i 
DISCHARGE “ Where there are safe, orderly surroundings and 
™ practices, even the most highly skilled workman 
does better, more productive work. Shop records 


prove it. 


STONEHOUSE SIGNS 


Use them to promote safe, top production; to reduce 
delays and lost time—to safeguard workers against 
accidents. Hundreds of Stonehouse stock-worded 
signs are ready for prompt shipment. Where spe- 
cial wordings are required, we produce them to 




















your specifications. 
Our complete Catalog, in full color, is free on request. 


fa SIGNS, inc. MANUFACTURERS «+ Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863” Denver 4, Colorado 
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Who says a reinforced Concrete Building 


can’t be 


Destroyed by Fire... see i 


This building, a $3,920,000 loss, 
could have been saved with 
Grinnell Automatic ProtectoSpray 


When the smoke cleared away ... damage to this “fireproof” 

warehouse, and the 150,000 tires and tubes it contained, fell 

just short of the four million dollar mark! What a terrific 

price to pay for the lesson, already well-known to many, Grinnell ProtectoSpray attacks fire in three 

that “fireproof” buildings often serve merely as good stoves ways: 1) water vapor from the fine spray 

for flammable contents. droplets dilutes the flammable vapors 
Grinnell ProtectoSpray could have prevented this costly already present, to make them unburnable; 

fire. ProtectoSpray provides automatic fire protection for 2) evaporation of the fine droplets removes 

many types of special hazards, where standard sprinklers heat from the solid or liquid source of 

would be less effective. For instance: high piled storage; flammable vapors, thus cutting down the fuel 

flammable liquids with flash points down to kerosene; wall supply; 3) the evaporation of the droplets 

or floor openings; oil-filled equipment; paint storage, or reduces the temperature of the fire gases, 

wherever a directional spray is needed. helping to prevent fire spread. 


Consider your own special fire hazard .. . then write, and 
we will be glad to send literature on the Grinnell Automatic 


ProtectoSpray. Grinnell Company, Inc., Providence, R. I. 
Branches in principal cities. 
: FIRE PROTECTION SYSTEMS 


Manufacturing, Engineering and Installation of Automatic Sprinklers Since 1878 —_— 
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Unfinished Business 


By NED H. DEARBORN 


be un- 
business It is as 


bearer will always 
finished 
normal as blueberry pie. Anyone 
who sees nothing more to do, who 
as nothing to live for except 
creature comforts, is as good as 
Any that is 


complac ent, that basks in the past, 


dead. organization 
that fails to foresee at least some 
of the problems of the future, is 
If it were dead, 


worse than dead. 


it would be buried—and thus oc- 


cupy a minimum of space and 
no time. 


The National Safety 


nearly 


Council for 


forty years has been a 


dynamic organization. If it con- 
tinues to be dynamic, it will con- 
tinue to be a living force for good 
in the social and economic life of 
America and thereby, let us hope, 
will be of increasing usefulness 
to the whole world. 

I have only one point to make, 
but will use several illustrations 
to make it. The point is that the 
safety movement must vastly ex- 
tend its horizons—beginning as of 
now. The idea of cooperation must 
include many economic and social 
movements whose primary inter- 
ests may not be safety, but which 


“I have profound faith that coop- 
eration in safety work will come 


to pass before it is too late.” 


may properly claim some kinship. 

The National Safety Council 
has long advocated three prin- 
ciples: (1) The Council should 
be a council of all interested 
groups in the truest sense of the 
word, (2) service should be its 
motto, and (3) cooperation must 
be its guiding star. 

Through the Council’s board of 
directors, its conferences, sections 
and committees, the first ideal is 
in focus. The second principle, 
service, is not only applied in a 
business sense to our members, 
but is extended to any group we 
can assist. The idea of coopera- 
tion was expressed at the first 
Safety Congress by Mr. B. R. 
Shover, president of the Associa- 
tion of Iron and Steel Electrical 
Engineers, who said: “This ses- 
sion closes the First Cooperative 
Safety Congress. Its success has 
exceeded our highest hopes. From 
it may many annual safety con- 
gresses grow, each greater than 
the other, and all permeated, satu- 
rated, energized with coopera- 
tion.” 

Today I want to add a new em- 
phasis to the principles of co- 
operation. It is not enough for 

--To page 73 





This address was presented by 
Nep H. Dearsorn, President of 
the National Safety Council, be- 
fore the Annual Council Meeting, 
Fortieth National Safety Con- 
gress, Chicago, October 20, 1952. 





As Governor of Minnesota, 
1947-1952, Tue Honorasie Lu- 
THER W. YOUNGDAHL brought to 
all safety activities in the state 
an inspiring personal and official 
leadership. In 1951 he 
pointed to the post of Judge of 
the United States District Court 
of the District of Columbia. This 
article has been condensed from 
his address at the Banquet of the 
Fortieth National Safety Congress. 


was ap- 


had the 


trained in 


HAVI 


being 


privilege of 
the 
safety 


great 
safety-minded and con- 
scious state of Minnesota. During 
the time that I served as Governor 
of that state, it was my honor to 
receive from the National Safety 
Council’s distinguished executive 
head, Ned Dearborn, many safety 
honors in behalf of the people of 
Minnesota 
under the inspiring safety leader- 
ship of Arthur Rohweder, who is 
to Minnesota safety work, 
Ned Dearborn is to the 
work of the nation 

During this week vou are honor- 


Voreover. | have come 


what 
safety 


safety pioneers of forty 


those 


ing the 
vears ago men and women 
who organized that First Cooper- 
ative Safety Congress in 1912, and 


thus paved the way for the forma- 


esponsi 


e 


By THE HONORABLE 
LUTHER W. YOUNGDAHL 


Our nation was founded on the principle 
that responsibility is the price of freedom. 
Service to the cause of safety is one of the 


non-enforceable obligations of 


tion of the National Safety Coun- 
cil, 

The safety movement has indeed 
made steady progress. These forty 
vears have seen an enormous de- 
velopment of motor-vehicle trans- 
portation, tremendous expansion 
of industrial activity, and a 60 
per cent increase in population. 
We have been through two world 
wars and have witnessed prosperi- 
ty and depression. During all this 
time, the safety movement, spear- 
headed by the National Safety 
Council. h is been able to meet new 
problems, and has continued to 


grow and de velop. 


Official Acceptance 

You have also gained increased 
safety interest on the part of pub- 
lic officials national, state, and 
local. The President of the United 
“tates called 
traffic and industrial safety. Many, 
if not all, of the Governors have 
official part of 


has conferences on 


made safety an 
their programs. 


1 he 


seen a 


past ten years have also 


tremendous growth in 
general public interest regarding 
accident prevention. Newspapers. 
the radio, and television make it 
almost impossible for the average 
citizen to be unaware of the fact 


that safety is important and that 


citizenship 


he ought to do something about it. 

When I compliment you on your 
trust I leave no im- 
pression with you that I think 
your job is finished. More than 
90,000 lives are lost bv accidents 
in this country every year. Safety 
effort, as we understand it, must 
never be allowed to slacken. The 
ever more 


progress, | 


idea must be 


firmly imbedded in the minds and 


salety 
hearts of every American. 

Sometimes you may have won- 
dered what your individual efforts 
have meant to the cause of safety. 
In the Battle of the Bulge in World 
War II the leader of a platoon of 
two hundred men inspired his 
men with the idea that the entire 
outcome of the Battle of the Bulge 
depended their individual 
efforts. Farther down the line an- 
other leader similarly instilled in 
his men the idea that the result of 
the battle depended upon them. 
And the same was true of other 
leaders as they inspired their men 
in that historic battle. And so it 
is with the work of each individual 
devoted to safety. 

The related of the 
mother who took her boy to visit 
the home of Abraham Lincoln in 
Springfield, The lights 
were burning just as“they were 
died, and as the 


upon 


story is 


Illinois. 


when Lincoln 
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mother and the boy left the place, 
the boy looked up at his mother 
and said, “Mr. Lincoln must have 
left the lights burning when he 
went away.” 

Yes, the Great Emancipator is 
responsible for the lights burning 
in the hearts of millions of people. 
even to generations yet unborn. 
causing the 
lights to be burning in the lives 
and hearts of many people because 


Similarly, you are 


of your devoted efforts in the 
cause of safety. By your dedica- 
tion to the cause of safety you 
wear the badge of good citizen- 
ship. You are performing one of 
the non-enforceable obligations of 
citizenship. 

Our forebears came to this coun- 
try not only to find a place to be 
free in but also to find a place to 
be responsible in. They builded a 
great nation because they under- 
stood so fully that if they were 
to remain free, it was necessary 
for them to be responsible—not 
just their right to be responsible 
but their duty. The minute we rid 
ourselves of responsibility, free- 
dom, liberty, independence cannot 
€ xist. 


The Value of a Life 


In this country it has become 
axiomatic that every life is worth 
saving. At a certain summer resort 
a boy had gotten out in the water 
beyond his depth and screamed 
for help. A passerby heard the 
boy, took off his coat, jumped into 
the water and brought the boy to 
the shore. After ten minutes of 
artificial respiration the boy came 
out of unconsciousness, looked up 
at the stranger and said, “Thank 
you, sir, for saving my life.” 
“Nothing at all,” said the man, 
“nothing at all, but see that your 
life is worth saving.” 

In safety work, we believe that 
the life of every citizen is worth 
saving. This philosophy was em- 
phasized in an accident that took 
place during the last war in the 
middle of the Atlantic Ocean. One 
of our young service men became 
seriously ill on a destroyer that 
was a part of a convoy. An oper- 
ation was necessary, but it could 
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Safety on Paper 


Yes sik, that’s a slick looking book full of loose leaf papers 
on Mr. Big’s desk. It says “Safety Program” on the cover. 

Records? Here’s a record of employee injuries, month by 
month, separately and cumulatively, by department and by 
classification. Frequency 39.1 and severity 2.6. 

Physical inspection? Sure, once a month. Two men tour 
the plant and here’s a list of 25 suggestions turned in during 
the last year. Here’s a note “those boys are on the ball”-——we'll 
probably look over these suggestions when we remodel the 
place in a year or two. Too busy to make any changes now. 

Accident investigation? Sure, look at these injury reports 
here. See, Sam was careless; Jim here wasn’t doing what he 
was told to do; Bill was replacing a fellow who was home sick 

-not familiar with the job, you know; Al got something in 
his eye; and Bob here, dropped a piece of stock on his foot. 
It’s easy to see they know how everybody gets hurt. 

Employee meetings? Sure, here’s a report of the weekly 
foremen production meetings. And here’s a note, “the last five 
minutes of production meetings will be used for safety pur- 
poses—if production problems are not too pressing.” 

Training or education? Sure, look at the bulletin board 
there are all the posters that have been received for the past 
three years. If a guy can’t find what he’s interested in there, 
he’s pretty dumb, eh? 

Follow-up? The best? A report on everything comes to 
Mr. Big and is filed in his loose leaf book here. Why, there are 
even paper procedures set up for things they haven’t even 
used yet. 


What’s that? The national average frequency for this indus- 
try is only 14. Why, somebody must be mistaken. With the 
safety program that is wrapped up here in this loose leaf note- 
book, how could they be so far out of line? 

Yes, sir, that’s a slick looking book full of loose leaf papers 
on Mr. Big’s desk. It’s a pity someone doesn’t know what to 
do with it. 


Rosert D. Giwer, Senior Engineer 
Industrial Department, National Safety Council 








not successfully be performed in 
the stormy seas without protec- 
tion. A number of ships of the 
convoy were ordered to halt their 
course and to be stationed around 
the destroyer in order that the 
operation could be successfully 
performed. The boy’s life was 
saved. Thus we emphasize the 
value of each life. 

That little boy crossing the 
street with his dog at his heels 
that girl wheeling her doll buggy 
at the intersection—yes, these and 
hundreds of thousands more are 
worth saving. All of our efforts to 
build better schools, to provide 


better health care, to develop and 
conserve our natural resources are 
defeated if through negligence and 
apathy we waste human life and 
the precious talents and potentiali- 
ties of each life. 

We get just as bad safety rec- 
ords as we are willing to stand 
for and just as good records as 
we are willing to pay for. We get 
exactly the type of safety that 
we are willing to discipline our- 
selves for and sacrifice for. 

Apathy and smugness are the 
greatest enemies of good safety 
work. Eternal vigilance is the price 
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Report on a 
Safe Jo 


By H. A. KAMM 


Here are details of a program that kept down injury 
rates during 2'2 years of heavy construction work 


ESPITE the countless hazards 


inherent in heavy construc- 
ton activities, a two-and-a-half-year 
project recently was completed by 
The Division of 


Dravo Corporation with only three 


Contracting 


disabling injuries. The work con- 


H. A. Kamm is Safety Inspector 
Dravo Corporation, Pittsburgh, Pa 


sisted of demolishing and recon- 
structing a large navigation lock in 
the Monongahela River near Pitts- 
burgh. 

The relatively small accident 
of 2.94 
achieved through close control of 


frequency rate was 
all hazards by physical safeguards, 
personal protective equipment, 
foremen education, fire protection 


Railings were built along both sides of 
the completed lock wall. Openings also 
were enclosed with guard rails. Note walk- 
ways between wall and cofferdam cells 
on both sides. Limited space brought 
many problems in housekeeping. 


Kapok life jackets were mandatory for 
men operating on, near or over water. 


and continuous safety inspection 
Plans called for the demolition 
and reconstruction of the 360-foot 
long riverward chamber of Lock 2, 
without interrupting river trafhe 
through the landward chamber. 
Traffic in this lock is among the 
heaviest of inland river locks in 
the country. Much of the coal for 
steel mills, power plants and in- 
dustrial facilities in the Pittsburgh 
area is moved by towboats and 
barges through this lock. An aver- 
age of 60 to 70 lockings are made 
daily. 
of the lock 
wall foundations was done by open 
The 
work was performed within an 
1190-foot long cellular steel sheet 
pile cofferdam, enclosing the proj- 


Construction new 


dredge concrete caissons. 


ect and sealed upstream and down- 
stream to the existing middle wall. 

The usual physical hazards for 
this type of construction, includ- 
ing exposure to river accidents, 
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Extensive use was made of large safety 

signs. On the reverse side of this board 

bearing a jumbo poster was a warning 
to drive home carefully. 


Multi-level stairways instead of ladders 
were used to reach excavated creas. 


Railed scaffolding was constructed as on 

integral part of the forms for concrete. 

Note enclosed ladder leading to working 
platform. 


falls from one level to another, watering the cofferdam, there was and falls in general especially after 


materials handling accidents, 
housekeeping problems, falling ob- 
jects, etc., were encountered. In 
addition, there was an existing 
condition of dusts and 
particles from steel mills, railroads 
itself. 

During the early stages of con- 


before 


airborne 
and the river trafhx 
closing and de- 


truction, 
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continual exposure to river acci- 
dents. All personnel were required 
to wear kapok life jackets in the 
work areas. Life rings and yawls 
were strategically placed for emer- 
gency use. 

Extensive use was made of tem- 
porary handrailing as a preventive 
measure against 


river accidents 


the coffer was closed. Operation 
of the open-lock chamber was 
isolated, insofar as possible, by 
handrail barriers. It was neces- 
sary for all personnel to cross the 
gate of this operating chamber to 
reach work areas. Exposure was 


minimized there by placing pipe 
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Safety's Pioneers Honored 


At Congress Banquet 


Safety movement pays tribute to veterans 


of First Congress in impressive ceremony 





ORTY years ago, in Milwau- 

kee, history was made in the 
United States when a small band 
of determined men met at the 
Pfister Hotel to pool their efforis 
in a desperate attempt to hold 
down a mounting and alarming 
accident toll. That first Cooper- 
ative Safety Congress had an at- 
tendance of between 200 and 250 
persons. 

The 40th National Safety Con- 
gress and Exposition, celebrating 
four decades of organized accident 
prevention work, was attended by 
more than 12,000 persons whose 
sessions taxed the capacity of five 
Chicago hotels during the week of 


Mrs. Lew R. Palmer, who attended the 
first Safety Congress with her husband, 
receives a commemorative certificate and 


a bouquet of roses 


October 20-24. 


pioneers was 


Its tribute to the 
a highlight of the 
week’s program. 

Ten persons who were present 
at the First Congress were hon- 
at the Banquet on 
Each 
presented with a commemorative 
certificate with the 
scription: 


ored guests 


Wednesday evening. was 


following in 


GREETINGS 

From the Fortieth National Safety 
Congress and Exposition, held in Chi 
cago, October 20-24, 1952, to you who 
attended the First ¢ ooperative Safety 
Congress, held in Milwaukee, Wiscon 
1912. 


The Fortieth Congress honors you 


sin, September 30-October 5 


and all the other 1912 pioneers, who, 
by organizing and conducting the 
First Safety Congress with such out- 
made a vital and 
contribution to the Na 


standing success, 
significe 


tional saf lovement 


“This determination to do some- 
thing more about accidents than 
just accept them as inevitable had 
been crystallized in 1907, when 
of Iron & Steel 
Electrical Engineers was organ- 


the Association 


ized,” said President Dearborn 
“Al. 


most its first act was the organiza- 


in introducing the guests. 


tion of a safety committee. 

“From that time on, the Asso- 
which later omitted the 
word ‘Electrical’ from its name, 
has been a leader in safety, and a 
firm and true friend of the Na- 
tional Safety Council. Through 
the years it has been an honorary 
member of the Council.” 

I. N. Tull, of the Republic Steel 
Corp., Cleveland, the current presi- 
dent of the Association, was intro- 
duced to the audience. 


ciation, 





William H. Cameron, former managing director of the National Safety Council, whose 
safety career began several years before the national movement was launched, re- 


ceives a 


certificate from Ned H. Dearborn 


Nine others who attended the first 


Congress in 1912 received similar recognition. 
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eV iden es 


I he re 


through the years 


were other 
if a broadening 
interest in safety,”’ continued Mr. 
Dearborn. The Museum of Safety 
had been established in New York, 
ind the American Society of Safe- 
ty Engineers had formed. 
But it remained for the First Co- 
yperative Safety Congress to bring 
into formal existence a truly na- 
effort to 


been 


tional and organized 
prevent accidents 
“This First Safety ¢ 


part of the Annual Convention 


ongress was 
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of the Association of Iron and 
Steel Engineers, and out of it came 
not only the National Safety Coun- 
cil but the birth of a great move- 
ment for a great cause. It is not 
possible to overemphasize the con- 
tribution to the future welfare and 
security of America that was made 
by the pioneers in safety who so 
valiantly took their stand there in 
the Pfister Hotel in Milwaukee 
\) years ago. 

“At that first Congress there 
were 250 people. At this 40th 


Arthur Secord, of Brooklyn University, 
filled the Grand Ballroom of the Conrad 


Hilton for the Early Morning Sessions. 





Safety Congress there are 12,000! 
\t the banquet that featured that 
First Congress there were not more 
than 250 people. Here at this 
banquet tonight there are 2,000! 

“We are proud and happy to 
have with us tonight some of the 


safety pioneers who attended the 
First Congress in Milwaukee, and 


the time has now come for us to 
pay them the honor they so richly 
deserve. In honoring them we are 
at the same time honoring all who 
were there in Milwaukee in 1912 
and all others who in the early 
days of the organized safety move- 
ment gave devoted service to the 
cause of accident prevention. We 
cannot for lack of time name them 
all but we owe them all a debt 
which we can never repay.” 

The ten pioneers of 1912 were 
then introduced by Mr. Dearborn 
and presented with the commemo- 
rative certificates. They were: 

M. C. Goodspeed at the time of 
1912 Congress was in charge of 


work at Erie Works of 
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safety 





The Monday morning line-up at the 
registration desk was longer than ever 
and less space was available on the 
mezzanine floor of the Conrad Hilton 














One of 25 home safety bulletins erected 
along the street leading to the Willys- 
Overland plant. Posted with the city’s 
approval, these signs attracted much fa- 





















NTEREST in off-the-job welfare 
of industrial workers has 
found rather unique expression in 
Toledo, Ohio, glass capital of the 
world, where Willys-Overland, 
makers of the famous Jeep and the 
new Aero Willys passenger cars, 
has taken a forward step by insti- 
off-the-job 
rerch 


tuting a community 
safety drive calculated to 
not only its own employees and 
their families, but all of Toledo’s 
330,000 residents as well. 
Willys-Overland takes the view 
that it isn’t enough to protect its 
15,000 employees for eight hours 
and neglect them for the other 16. 
Likewise, it reasons, a two-headed 
community campaign that benefits 
its own employees will also bene- 


Jumbo posters, placed at strategic points throughout 
the plant, are seen by employees entering and leaving. 






Safe Till Tomorrow 


Reducing hazards in the hours between working 
shifts is 


the goal of this intensive campaign 


fit other Toledoans. The Willys 
safety drive features proper safety 
practices, on and off the job, 
through the medium of newspaper, 
radio and outdoor advertising, and 
by bus cards and direct mail. 

Posters and bulletins in the 119- 
acre factory stress the right tool 
for the job; proper use of safety 
equipment the company has al- 
ready provided, and prescribes 
safe habits. 

Every time an employee punshes 
his time card, he is reminded to 
be careful by a safety slogan im- 
printed on the card. Administra- 
tive time cards are changed twice 
a month. Factory employees get 
a change of time card slogans 


every week. 


vorable comment. 









Even Dixie drinking cups carry 
safety reminders, and wrappers 
on sandwiches dispensed through 
the plant’s canteen systera carry 
safety imprints. 

Four king-size (Jumbo) out- 
door posters, located strategically 
outdoors adjacent to the plant 
warn employees to observe proper 
safety precautions on and off the 
job. Visibility by every employee 
entering and leaving the plant on 
two shifts every day, is ensured. 

Other outdoor posters have been 
erected on public thoroughfares 
approaching the plant, and in em- 
ployee parking lots. These signs 
warn employees to exercise cau- 
tion going to work, while on the 
job that day, and while returning 
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to their homes at the end of the 
shift. 

They carry the appealing like- 
ness of a little girl, quite conceiv- 
ebly the child of a Willys’ em- 
ployee. On one, she says simply: 
“Please Daddy Be Careful.” On 
the other she says: “Home Safe,” 
and the illustration depicts a 
father gathering up a child in his 
arms at the end of his day’s work. 

Home safety bulletins are mailed 
month to the homes of all 
Willys employees. They warn of 
dangers that lurk in unlighted 
stairways, leaky gas connections, 
improper wiring, untidy stowage 


every 


of children’s playthings, and loose 
floor coverings that might cause 
a fall. They also deal with proper 
driving methods, highway safety 
rules, the wise use of and care of 
firearms, use of automatic home 
tools, they 
handling of pets and other domes- 
tic animals, how best to use lad- 
ders, electrical and gas appliances, 
matches, home cleaning fluids and 


and counsel on the 


paints, and how to spend pleas- 
ant, safe vacations. 

Instead of letting this message 
come from management each time, 
in order to better humanize 
its safety appeal, Willys-Overland 


and 


employs a poster character called 


“Wise Willy.” He cautions and 
advises on proper safety practices 
in the plant and at home. In this 


vay the company hopes to avoid 


Wise Willy” went to the movies at the start of the school 
term in Toledo. Willys-Overland sponsored a return-to-school 
The cardboard cutouts 


movie in a large downtown theater. 





Typical card in one of the 300 Community Traction Buses in Toledo. 


cold, stilted and often impersonal 
messages that experience shows 
are frequently tossed aside as un- 
interesting and attempts by some 
companies to preach and scold. 

“Wise Willy” recently appeared 
in cut-out doll form for children. 
Dressed in working clothes, 
“Willy” voiced a number of se- 
lected safety messages provided by 
the National Safety Council ap- 
pealing especially to children of 


15,000 employe 


the elementary school grades. On 
another printed card, Willys ar- 
tists drew police and fireman’s 
uniforms, printed in three colors. 
The children were invited to cut 
out “Wise Willy” and dress him 
in the uniforms so familiar to all 
children and adults. 

The message was calculated to 
cloak Toledo police and firemen 
with human appeal; to take the 

—To page 83 


Monthly home safety bulletins were mailed to the homes of 
. These bull 





were distributed to several thousand children. 


/ — 
j 
j 

LL 


Sas | Mato ? | 
ona noe Wise Willy’ | 
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deal with driving, canning, 


care and use of firearms, painting, use of tools, safety in the 
bathroom, kitchen, etc. 





T Ouiet}, 


PUBLIC INFORMATION 


He thew soul” Se 


te seemebees 


Congress 


From page pk 


General Electric Company. He is 
now retired and living at Harbor 
Creek, Pa 

D. C. Everest attended the 1912 
Congress as general manager of 
the Marathon Corp., Rothschild, 
Wis. He is now chairman of the 
corporation’s board of directors. 
He is a preside nt of the 
American Pulp and Paper Asso- 


past 


with dis- 
many fields of public 


ciation and has served 
tinction in 
service, including membership on 
the National Safety 
joard of Directors. 
George H. Hawes was head of 
the rescue department of the Oli- 
ver Iron Mining Company. He 
went to the 


Council’s 


Milwaukee Congress 
to confer with one of the speakers 
ibout a first-aid course for the 500 
rescue workers in his 
He is 
the Ordnance orps headquarters 
at A berdeer 
Maryland 
Harold } 

on the pe 


company. 
now safety engineer with 


Proving Ground, 


Miller in L912 
staff of 


was 


rsonal Charles 


Doris Jean Anderson, 4-H Club girl and speaker at the Annual 
Council Meeting, is introduced to the audience by Franklin M. 


Kreml, 


€ 


vice-chairman of the 


Council's Board of Directors. 


Early safety posters, contrasting with those published today, 
formed part of the National Safety Council's exhibit. 





M. Schwab, then 
Bethlehem Steel 
was assigned by Mr. Schwab to 


pre sident of 
Company. He 


attend the Congress. He has con- 
safety 
through the years and is now en 


tinued active in work 
gaged in safety engineering and 
sales work at Marshall, Mich. 

S.. ¥. 
dent of 


Shattuck was vice-presi 


Kimberly-Clark Corp., 


Neenah. He retired from the vice- 
presidency of the company in 
1945, but is still a director. He 
is one of Wisconsin’s outstanding 
public spirited citizens and has 
done much for safety in his com- 
pany and throughout the state. 

J. C. Youmans attended the 
First Congress as head of the 


safety department of Employers 


Another section of the Council's exhibit featured incentives 
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From the Youngest 


Congress Speaker 





seems 





t I've returned home from ay wonderful 

erience at the National Safety Congress 

ave gradually settled back into my normal 
know how much I appreciate all that 


like a dream -- the wonderful trip 
courtesies shown me by everyone, the 

the mgress program, and the way that 
received my remarks on teen-age safety. 


t a drean, for I kee 
eople knew or 


een the mo l 
something I said in my talk 

in teen-arers driving a 
n grown-ups being a lit 

wt an example for us younge 


resul 


nk the National Safety 
I am proud I have a 


South Sioux City, Nebr. 
November 9, 1952 


hearing 
heard about it, 
air on the "Breakfast Club" 


e, 


thrilling hing in my 11 
to the 


ouncil is 
part in it. 
rely and 


gratefully, 


« LLAde7< 








Mutual Liability Insurance Com- 
of Wisconsin. He held that 


position until 1925 and is now in 


pany 


the sales department of the same 
company at St. Paul, Minn. 

Arthur A. Williams, president 
if the Safety First Shoe Company, 
Holliston, Mass., attended the 1912 
Congress as a representative of 
that company. 

Thomas J. Fleischer, of Wynne- 
wood, Pa., did much of the work 
f arranging rooms and 
g up displays at the Pfister. 


meeting 


settir 
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Among the delegates at the First 
Congress was one who was to be 
the outstanding figure in the safe- 
ty world for many years. 

“There 
Scottish 
everybody by his prodigious en- 
ergy, his boundless enthusiasm, 
his contagious confidence that ac- 
cidents could be prevented, and 
his ability to walk and talk faster 
than anybody else.” Mr. 
Dearborn. 


man of 
amazed 


was a young 


descent who 


said 


“This young man was no novice 


in safety, even at the 1912 meeting. 
Before that he had made safety 
history when as safety engineer 
for American Steel Foundries, he 
had gone up and down the coun- 
try scaring the daylights out of 
industry—management and work- 
ers alike—by showing gruesome 
stereopticon slides of horrendous 
accidents to workers’ eyes that had 
resulted from failure to wear gog- 
les. 

“It is reliably reported that this 
man’s speech at the First Congress 
made a tremendous impression. 
So it was not unexpected that 
when the National Safety Council 
came into being in 1912, as a re- 
sult of that Congress, young Bill 
Cameron was chosen managing 
director. With a cash reserve of 
$1400 and one assistant, Bill 
Cameron parlayed the National 
Safety Council into a huge, suc- 
cessful and internationally re- 
spected organization, and built it 
up steadily until he retired in 1942. 

“I am proud to salute William 
H. Cameron, and to have you 
salute him, too.” 

Another founding father of the 
safety movement was honored 
posthumously. 

Lew R. Palmer was safety en- 

To page 87 





Judge Luther W. Youngdahl’s 
address at the Congress Ban- 
quet is reprinted in condensed 
form beginning on page 18 of 
this issue. 


* * * 


President Dearborn’s address 
before the Annual Council meet- 
ing appears on page 17. 





Beyond the Slide Rule 


By WILLIAM J. M. REDWOOD 


Engineering is a profession with moral relationships in social, 


political and economic fields, in each of which safety is a vital part. 


URING the past twenty-five 
considerable 
has been made toward better hu- 
man relations. The progress made 
directions, 


years progress 


has been in 
such as wage adjustments, work- 
ing conditions, pension and wel- 
fare plans. In Ontario workmen’s 
compensation has undergone sev- 
eral changes during the past few 
years. Old age security has at last 
been added to the list of benefits 
The above men- 
tioned legislation has been given 


many 


to Canadians. 


plenty of publicity, not forgetting 
political pros and cons. 

There is one phase of human 
relations—it could just as truth- 
fully said to be public relations 
which requires a great deal more 
thought and refer to 
safety in the 
often safety is associated only with 
industry: it should be part of 
basic training in our schools and 


action. I 
general sense. Too 


carried forward into our universi- 
ties. It is to be expected that uni- 
versity graduates will eventually 
take up key positions and top level 
supervision. The direction and fu- 
ture development of a safe way of 
living should be given more con- 
sideration. 

As time goes on, compensation 
for injuries at work will increase. 
Benefits for disability and occupa- 
will not 
in money values but also in 


tional diseases increase 


only 





Wituram J. M. Repwoop, Professional 
Engineer, Ontario, is Safety Supervisor, 
Algoma Steel Corp., Limited, Sault Ste 
Marie, Ont. Born and educated in Eng 
land, his industrial experience includes 
service with several large American con 


their New Zealand operations 


cerns 


Management of today 


would do well to have all levels of 


sc ope. 


supervision spend more time 


studying safety. This is the place 
to mention that safety is no longer 
a position; it should be equal to 
in an advi- 
loo 


training 


top level supers ision 


sory capacity, of course 
often, 


programs 


I’m sorry to 
for 


management positions do not in- 


say, 
supervisory and 
clude safety, health and compensa 
tion as part of the training. 

If management would 
the 


compensation, | 


stop to 
for 
they 


consider millions spent 
believe 

would give more thought to the 
f compensation 


cause ol occupa- 


tional accidents and diseases 
There are some interesting dollar 
facts which should spur manage- 


ment to action. 


Human Relations 


I would go so far as to say that 


any plant with 500 employees 


would rate a full-time safety 


neer, not a safety man or someone 
who can be spared, but aman w ith 
a sound educational background 
and a leaning toward human rela- 
tions. 

It is my 
engineer, that 


brothers should take a much more 


belief as 


prote ssional 


sincere an 


my 
lively interest in human relations 
of which safety is a vital part. En- 
gineering is a profession with 
moral relationships in the social, 
political and economic fields. To 
support this statement I trespass 
upon the words of a noted British 
Richard Southwell: 

“Engineering is defined as the 
art of directing knowledge 
Further. the 


scientist, Sir 
and 


useful ends. most im 


portant task of engineering is to 
have 
world, 


keep things running. | no 
faith that the 


suc h as it is, will be saved by a 


civilized 


host of new machines and gadg- 
a” 

Engineers are particularly fitted 
for safety work their 


training teaches them to analyze, 


bec ause 


plan and do things. 
Chere 


search and development by 


is ample proof that re- 
the 
scientist and engineer will always 
be vital factors in the advancement 
of civilization. Furthermore, their 
help was never in greater demand 
to develop measures of safety for 
the ever increasing technical and 
scientific combinations. There is 
still a great deal of ground work 
to be done with technical combi- 
the factor 
known as human relations. You 


might well ask, “Why should the 


and con- 


nations— for instance, 


engineer scientist be 
cerned with human, as well as the 
physical units of industry and 
commerce?” It has been proved 
repeatedly that the larger propor- 
tion of accidents to men and dam- 
age to equipment are attributed to 
a breakdown of effort 
than failure. 


There are several examples. Ma- 


human 
rather equipment 
chines, equipment and _ processes 
can produce according to rigid 
specifications. Except for obsoles- 
cence, machinery and equipment 
can go on and on, provided main- 
tenance and replacement are pro- 
vided. For instance, a battery of 
knitting machines will produce 
socks of similar type and size. A 
row of punch presses will blank 
out sheet steel to a specification of 


To page 106 
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By Bill Andrews 


yo must have felt the aching sting of the deep-driven splinter. 
You must have known the throb of a hammered, blackening 
thumbnail. 
You must have bandaged many a cut that bled upon the work, and 
called for extra sanding to remove the stain. 
You knew the strain on tired muscles as you lifted 
The heavy lumber into place. 


You felt and knew these things, and saw beyond, 


_In other shops, the men whose fingers counted three. 


You doubtless went to church to pray for those 
Whom dung-born tetanus had killed. 


I think that more than once you gave 

Cf bread and cheese and wine to men 

Who begged at your shop’s door, pleading 

The need of work-smashed feet and work-torn hands. 


Some twenty years as boy and youth and man, 

You worked at bench and building site, 

Blending with your sweat and blood the wood 

To shelter families, bear their meals—good homes, 
Good tables, square, true, and finished well, wrought 
With much effort and some little pain. 


And at the end of 20 years you had your hands; 
Your fingers counted five and five again; 

Your feet were fit for walking far; 

Your eyes were quick enough to see 

The sick, the child, the frightened, in the rear 
Of even those large crowds that came at times. 


These facts, quite clearly, we cannot claim 

As proofs of wisdom by those of us who now 
Would make a science of preserving hands and 
Feet and eyes from hazards of the bench and forge. 
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Perhaps, instead, it may be that we, 

The wise, the erudite, sophisticated men, 
Must learn a little something from 

The wisdom that you passed on, 
Through fishermen and kids. 


Could it be true, what they did not teach us at Tech, 
That sin is deadly? 


That greed can kill, and lust and envy? 
That laziness, and anger, gluttony can kill? 
That pride, above all others, can destroy? 


We've seen short-sighted men, eager to save 

A minute or a dollar, greedily pursue a way 

To accident. We've seen the sunshine outside the 
Window divert an eye from a whirling blade. And certainly, 
Envy of another's skill and swiftness, has made 

Too many greenhorns try the speed before the skill 
Was gained. And | have filled, not one but many forms 
With details that proved no more than that 

A lazy man or foreman made his sloth a slaughter. 
Anger, that turns a man to fighting work, not 

Living it, has maimed its thousands, and the 

Gluttony that dulls the senses glazed a hundred 


Eyes last year, fogging out all sense of stewardship 
Over the limbs and eyes that God has given. 


Yet, Carpenter, if | read you right, you thought 
That pride, of all the killers, was the worst. 

For pride—in either thought or work with hands— 
Declares the prideful one to be, not mortal, not 
Weak, not needing care. It makes the man believe 
That he is God, invulnerable, all-powerful, above 
The need of guards, of glove, of goggles, or advice. 


But you, who never went to Tech, or saw a jointer, 

Much less a guarded one; somehow, | feel that safety work 
You know. I'm not quite sure 

That the shop in Nazareth could ever pay 

A journeyman or feed and house a young apprentice. 

But if it did, | have the feeling that the man 

Would have been taught the tools right well, 

Taught and retaught the use of them, the threats 

To hands that lie in moving iron. 


| know, at least, you Carpenter who lived to die, 
Yourself, a nailed addition to carpenter-wrought wood, 
That | am good or bad at saving lives 

As | am quick or slow to learn the things 

You teach. 


And so, upon this day of yours, | push aside, 

The slide rule, charts, the formulae and rough-sketched plans 
To seek some better tools to use—and seeking, say, 

“Jesus, Son of Mary, Save!” 
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More Than Selling 


By SHELDON W. HOMAN 


Making safe workers out of industry's young recruits 


also requires careful placement and supervision 


FTER reading, “‘Young 
* Blood,” the installment of the 
Diary of a Safety Engineer in the 
September NATIONAL SAFETY 
News, I have accepted the author’s 
invitation to submit ideas for sell- 
ing safety to young workers. 
First, I believe that this is more 
than just a selling job. It is a job 
that brings into play all of the 
skill and ingenuity of the trained 
safety 
By young people | mean not 
only of the 22 year-old John Burys 
but also the many young and un- 
skilled workers that take their first 
[his includes the 


engineer 


job every year 
16 to 18 
makes the safety man’s job a real 


year-old age group who 


head if he 
And 


haps not in your plant but maybe 


they are a problem, per- 
in the other fellow’s plant, because 
thousands of them go to 
This group also 
older, 


who are 


many 
work each year 
includes those somewhat 
but still workers 
taking their first job in industry. 

During the last 


employment of these young boys 


new 


war when the 
and girls reached unprecedented 
height, the Department of Labor 
recognized that a serious accident 
problem was being created. We 
took some steps to try to cut down 
the appalling number of act idents 
occurring in this young age group 


by advocating a three-point pro- 
gram for their safety, good health, 
and general well-being. 

This effort did not solve the 


problem but in some plants that 


Suetpon W. Homan is Safety Engi 
neer, Bureau of Labor Standards, United 
States Department of Labor, Washing 
ton, D. ¢ 


adopted the program remarkable 
safety records were set up by these 
new workers. This program in- 
volved nothing new or mysterious 
but it did emphasize to the safety 
engineer that where a bunch of 
kids are employed some special 
thought must be given to certain 
aspects of their employment. | 
would like to outline, briefly, this 
program. 


1. Employment in the Least Haz- 
ardous Jobs 


Being young and adventurous, it 
is of primary importance that the 
young worker be placed in jobs 
where there is the least likelihood 
of injury. This idea is not new. It 
is recognized by many State laws 
which establish prohibited occupa- 
tions for minors under 16 or under 
18 years of age. It is also recog- 
nized in the Federal Wage and 
Hour Law under which the Secre 
tary of Labor is authorized to 
declare occupations particularly 
hazardous for minors under 18, 
therefore establishing an 18-year 
age minimum for employment in 
these occ upations. 

Employment should, of course, 
be in accordance with State and 
But it 
should go further, and the safety 


Federal legal standards. 


engineer should be consulted on 
the: kinds of work that these young- 
sters are permitted to do. He 
should set up his own list of pro 
hibited jobs for young and un- 
skilled workers 
knowledge of the hazards of his 
plant. Better still, he might estab- 
lish a list of acceptable starting 
jobs which are not only relatively 


based on his 


safe but which also provide an 
opportunity to gauge the worker’s 
aptitude and ability 


{ Safe and Healthful Place to 
W ork. 

As you know, a safe and health- 
ful place to work is a foundation 
of every worth-while plant safety 
program. If this is true of adults, 
it is also true of new and inex- 
perienced workers who have not 
yet learned to protect themselves 
and must depend on the physical 
safeguards surrounding their job. 
Many of your young workers may 
be fresh out of school without any 
industrial experience. The plant 
is entirely a new environment to 
them, and what you would recog- 
nize as constituting a hazard may 
look 
workers. 

\ safe and healthful place to 
work must be more than just a 


perfectly safe to the new 


glib phrase. It means engineered 
for safety, with all possible haz- 
removed. It well 


ards means 


guarded machines—not including 
a punch press guard which can 
be cheated by 


It means compliance, in- 


tying down one 
handle. 
sofar as practicable, with all legal 
and recommended safety codes or 
regulations. 

It is the goal to which every 
safety engineer must aspire to 
make his plant so physically safe 
that the kind of injury suffered 
by John Burys just can’t happen. 
I know 


all hazards in every shop or de 


it is difficult to eliminate 


partment, so if you must employ 
young and inexperienced workers, 
place them not only in the least 
hazardous jobs, but also in the 
safest part of your plant. 


> 


3. Thorough Training and Close 
Supervision, 

Merely placing young workers 

in the least hazardous occupations 
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and giving them a safe place in 
work 
protection from injury 
self is a factor that cannot be 
overlooked, Youth care- 
lessness, thoughtlessness, and will- 
factors 


does not assure 


Youth it- 


which to 


means 


ingness to take a chance 
which must be changed or con- 
trolled if the youth of today is to 
be the safe and skilled worker of 
tomorrow. Thorough training and 
continuous, close supervision are 
therefore doubly essential. 
[raining and supervision are 
usually the responsibility of the 
lead and it 
well to young 


workers to a foreman who likes 


foreman or man, 


would be assign 
people and understands 
them. The impression that the 
immediate supervisor makes will 
deeply influence the young work- 
er’s impression of the entire plant, 
including his attitude on safety. 
should be instructed 
supervision of 


young 


Foremen 
about the 
workers and their 


young 
need for more 
ittention than adults 

Possibly special induction pro- 
The 
foreman must put himself in the 
plac e of the inexpe rien ed worker. 


cedures may be necessary. 


What seems to be simple and easy 
very difh- 
cult to the new man. Going back 
to the old J. I. T. training, the 
foreman must not tell, he 
nust show, and he must check to 
see that the worker knows 
how to do his job safely. 


to the foreman may be 


only 
new 


Some companies provide their 
young workers, particularly those 
younger than 18 where legal re- 
strictions might apply, with a spe- 
ial type of identification badge 
so that they can be more easily 
supervised. Many companies also 
spread their young workers, so 
that they do not work in groups 
or gangs. This alone will help 
cut out horseplay, one of the fa- 
vorite gripes of supervisors of 
young workers. 

So much for the program. 
Here’s another idea that may have 
some value. Young workers con- 
tribute their best if they are placed 
in jobs that develop their ability 
and interests. One large aircraft 


company found that youngsters 
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Diesel-Electric Crane Meets 
Unusual Requirements 


A WHOLE set of unusual de- 
mands in power application faced 
P&H engineers in the design of a 
gantry crane for a large Northern 
Michigan plant. A traveling crane 
for the usual yard service with 
overhead power lines had no place 
here for two very good reasons. 
This manufacturer produces 
equipment with towering booms 
which must be able to move freely 
around one section of the yard, 
so an overhead power source was 
ruled out for reasons of safety. 
Moreover, the long, cold winters 
in this northern location posed 
icing problems. 

How P&H solved these rather 
unique demands is shown in the 
photo. They built a gantry crane 
of 60-foot span with a 15-ton 


capacity and 3-ton auxiliary hav- 
ing its own power source: a 
built-in diesel engine-powered gen- 
erator. This is mounted on the 
crane sill and is fully enclosed. 
A P&H 4-cylinder Model 487-C 
diesel engine of 80 horsepower 
drives a 50 kw direct current gen- 
erator for all crane operations. 
The operator has all engine con- 
trols in the enclosed, heated cab. 

For positive uniformity of oper- 
ation, the P&H gantry crane has 
individual electric motors on each 
sill. These are electrically inter- 
locked to prevent one shear leg 
from getting ahead of the other. 
The crane was built in the Har- 
nischfeger Corporation Milwaukee 
plant and shipped to the site for 
assembly. 





could be used on wing assembly 
jobs that involved a_ limited 
amount of scrambling around, 
but did not do nearly so well on 
assembly jobs done at a bench. 
Young people like to see things 
grow, they are naturally active, 
and a job that requires a certain 
amount of moving around seems 
to keep their interests better than 
a sedentary type of job. I ques- 
tion whether operating a punch 
press is that kind of a job. 
“Young Blood” was a thought- 
provoking article, beautifully done. 


It started me thinking, and the 
more I thought of it, the more I 
became convinced that selling 
safety to the young worker is only 
part of the answer. 

Safety can be sold, yes, but only 
after all other steps have been 
taken to make sure that the young 
boy or girl is first placed in a job 
where he is least likely to get hurt, 
and that his training and super- 
vision is so thorough that he will 
not make the mistake of your 


John Burys. 





''Two Miles 


HREE THOUSAND marchers 

took part in New York City’s 
first safety parade which was held 
Saturday afternoon, October 18, 
on Fifth Avenue. Twenty-four 
floats depicting safety themes were 
in the line of march from 95th 
Street to 62nd Street. One hun- 
dred thousand spectators lined the 
sidewalks. 

Officially labeled the New York 
Green Cross Safety Parade, it was 
staged under the joint auspices of 
the National Safety 


Council and 


of Safety’’ 


the Greater New York Safety 
Council. 

Heading the parade in an open 
car were Mayor Vincent Impellit- 


teri, Arthur W. Wallander. 


Civil Defense director and grand 


and 


marshal of the parade. The mayor, 
who was honorary grand marshal 
of the parade, and Mr. Wallender 
left the car and took their places 
in the reviewing stand at 64th 
Street. 

The three thousand marchers in 
year s 


the parade represented a 





One detachment of the 3000 marchers 
in New York's Green Cross Parade. 


accident toll in New York City. 

On the reviewing stand with 
Mayor Impellitteri and Mr. Wal- 
lander Lee Warren James, 
chairman of the National Safety 
Council; Ned H. Dearborn, presi- 
dent of the National Safety Coun- 
cil; Reginald M. Cleveland, presi- 
dent of the Greater New York 
Safety Council, and other civic and 
safety 

Photographers, 


were 


officials. 
amateur and 


professional, were busy taking 


both still photos and movies. Pic- 


Some of the floats were on the grim side. 
= ge, Si 
a . 
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The Mummers’ Band from Philadelphia 
added a picturesque note to the parade 


Right: Mavor Vincent R. Impellitteri 
greets NSC President Ned H. Dearborn, 
as Reginald M. Cleveland, president of 
Greater New York Safety Council, looks on. 


ture stories were carried in all 
New York papers and newsreels 
recorded the event for theater and 
r'V presentation 

From the Police Department 
ind many of the participating 
ugencies and business concerns 
participating there were numerous 
expressions of satisfaction with 


he planning and operation of the 


parade and the impression it made 


1 the public ° 


Others had a lighter touch 
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Hybrid Engineers 


By LAWRENCE S. HILL 


BOUT thirty years ago, David 
Wesson, then president of the 
American Institute of Chemical 
Engineers, stated that in the minds 
of many, a chemical engineer was 
the combination of a poor chemist 
with a poor engineer. 
Washington Platt, now of Syra- 
cuse University, recalls that when 
it was suggested that a chemical 
engineer be hired, the question 
would be asked, “Why don’t you 
hire a real chemist?” or “Why 
don’t you hire a real engineer?” 
Chemical were often 
referred to as “comical” engineers. 
The safety engineer of today is 
in somewhat the same situation 
as the chemical engineer of thirty 
years ago. There is a wide-spread 
lack of understanding and appre- 
ciation of the true nature of the 
function, or 


engineers 


safety engineer’s 
sometimes even knowledge of what 
safety engineering is. In some un- 
enlightened circles, the safety en- 
gineer is thought of as the combi- 
nation of one who “just missed 
being a good engineer” and a 
second-rate industrial relations 
man. 

Today chemical engineering has 
won a place among the, most re- 
spected professions. Chemical en- 
gineers have proved and justified 
themselves. 

What in the next thirty years 
will be the course of safety engi- 
neering? Will it progress as has 
chemical engineering? Or will it 
retain its present status? The 
answers to these questions are 
largely to be determined by those 
who are the practicing safety engi- 
neers today. 

Perhaps the evolution will come 
about gradually by a change in 
the position of the safety man in 
the organization picture. During 


Lawrence S. Hitt is senior engi- 
neer, Industrial Department, National 
Safety Council 


the 1952 Congress one speaker 
suggested that the safety engineer 
should be part of the production 
department and be considered as 
a vroduction flow engineer. 
Another possibility would be a 
closer association with the plant 
industrial engineering department, 
since of all engineers, only the 
industrial and 
tially concerned with both “hu- 
man” engineering and production. 


safet y are essen- 


In the academic aspect an indus 
trial engineering curriculum could 
quite easily be adapted to pro- 
vide a safety engineering option. 

But these things—a change in 
the organization met- 
amorphosis in name or title, a 


chart, a 


concrete academic approach 
would not in themselves create a 
“new” professional status. 

In the final analysis, as was 
previously noted, it is the prac- 
ticing safety engineer of today 
who can bring about the desired 
change individual 
chemical engineer of thirty years 
past won acceptance of his field. 
And this he did in the face of 
discouraging obstacles. 

One of the 
contributions the practicing safety 
engineer can make is active par- 


just as the 


most constructive 


ticipation in safety organizations 
such as the ASSE and sectional 
activities of the National Safety 
Council. He must also help estab- 
lish the fact that safety engineer- 
ing furnishes a sound background 
for future industrial leaders. 

Washington Platt has stated that 
a mechanical engineer is interested 
in a machine which is run by a 
human being; an industrial engi- 
neer is interested in a human being 
who happens to be running a ma- 
chine. Safety engineers are con- 
cerned with both. 

In addition, the safety engineer 
should become quite conversant 
with other phases of industrial 
management such as motion and 


time study, production planning. 


methods engineering, employee 
training, plant layout, quality con- 
trol, ete. By integrating such oper- 
his work, the safety 


ations into 


engineer can do much toward 
establishing his niche in the engi- 
neering world. 

By utilizing all methods, tech- 
niques, and materials already de- 
veloped in safety engineering, each 
practicing safety engineer can do 
much toward winning the recog- 
nition safety engineering rightly 
warrants. 


Offer Fellowships in 
Industrial Health 


THe Institute of Industrial 
Health of the University of Cin- 
cinnati will accept applications for 
a limited number of fellowships 
offered to qualified candidates who 
wish to pursue a graduate course 
of instruction in preparation for 
the practice of industrial medicine. 
Any registered physician who is 
a graduate of a Class A medical 
school and who has completed 
satisfactorily at least two years of 
training in a hospital accredited 
by the American Medical Associa- 
tion may apply for a Fellowship in 
the Institute of Industrial Health. 
(Service in the Armed Forces or 
private practice may be substituted 
for one year of training.) 

The course of instruction con- 
sists of a two-year period of in- 
tensive training in industrial med- 
icine, followed by one year of 
practical experience under ade- 
quate supervision in industry. Can- 
didates who complete satisfactorily 
the course of study will be 
awarded the degree of Doctor of 
Industrial Medicine. 

During the first two years, the 
stipends for the fellowship vary, 
in accordance with the marital 
status of the individual, from 

2,100 to $3,000. In the third 
year the candidate will be com- 
pensated for his service by the in- 
dustry for which he is training. 

Requests for additional informa- 
tion should be addressed to the 
Institute of Industrial Health, Col- 
lege of Medicine, Eden and 
Bethesda, Cincinnati 19, Ohio. 
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General Chairmen, NSC Sections, 1952-53 


Elected at 40th National Safety Congress 





Aeronautical Industry 

Robert S. Moore, safety director, 
Grumman Aircraft Engineering Corp., 
Bethpage, Long Island, N. Y. 


Air Transport 

J. H. Waterman, manager, ground 
safety, Trans World Air Lines, Kansas 
City, Mo. 


Automotive & Machine Shop 
E. C. Woodward, director of safety, 
4. O. Smith Corp., Milwaukee, Wis. 


Cement and Quarry 
M. C. M. Pollard, National Gypsum 
Co., Buffalo, N. Y. 


Chemical 

J. E. Nichols, Reynolds Metals Co., 
Richmond, Va. 
Mining 
V. Berry, 
Johnstown, Pa. 


Coal 
] 


Bethlehem Collieries 


Construction 
H. B. Alexander, president, H. B. 
Alexander & Son, Harrisburg, Pa. 


Electrical Equipment 

J. M. Transue, securily 
Phil 0 Corp o Phil idel phi 1 
Food 

Gordon Morrison, safety director, Kel- 
logg Co., Battle Creek, Mich 
Glass & Ceramics 

1 


Glass Co., 


director, 


Donoghue, Pittsburgh Plate 


Pittsburgh, Pa 
Industrial Nursing 


Erna Mayrer, R. N., E 
le Nemours & Co., 


I. du Pont 
East Chicago, Ind. 
Marine 

Capt. Wauchope, executive 
vice-president, Farrell Lines, New York. 
Meat Packing, Tanning & 
Leather Industries 

Joseph Pochop, safety director, John 
Morrell & Co., Sioux Falls, S. D. 
Metals 

H. S. Simpson, 


pillar Tractor Co., 


George 


safety engineer, Cater- 
Peoria, Tl 
Mining 
A. J 
Iron Co., 


Cliffs 


Stromquist, Cleveland 
Ishpeming, Mich 


Petroleum 
Walter Boon, Sun Oil Co., 
Hook, Pa. 


Power Press & Forging 

Harry L. Coin, safety director, Fisher 
Body Div., General Motors Corp., Pon- 
Plant, Pontiac, Mich 
Printing & Publishing 

R. M. Kramer, supervising 
Employers Mutual Liability 
Co. of Wisconsin, Chicago 


Marcus 


thac 


engineer, 
Insurance 
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Public Employees 
A. R. Lateiner, supervisor in-plant 
training, City College of New York. 


Public Utilities 
W. T. Rogers, safety consultant, 
Ebasco Services Inc., New York. 


Pulp & Paper 

A. E. Minor, safety supervisor, The 
Ontario-Minnesota Pulp & Paper Co., 
Limited, Kenora, Ont. 


Railroad 
R. C. Sabens, New York, Chicago & 
St. Louis Railroad Co., Cleveland, Ohio 


Rubber 
R. M. Boyles, Midwest Rubber Re 
claiming Co., East St. Louis, II! 


Textile 
Robert I. Barr, safety supervisor, In- 
dustrial Rayon Corp., Painesville, Ohio. 


Wood Products 
R. Schoenig, Curtis Co., 
ton, Iowa. 


Inc., Clin- 


“Push-Button” Plants to 
Pose New Safety Problems 


AUTOMATIC FACTORIES, pow- 
ered by atomic energy and and 
supervised by only a few highly 
skilled technicians, were pictured 
for future generations by a safety 
engineer, with the notation that 
unmanned production lines al- 
ready are in use. 

F. W. Braun, Wausau, Wis., 
vice-president in charge of the 
Accident Prevention Department 
of Employers’ Mutuals, outlined 
the forthcoming changes in ma- 
chines and methods at a “Confer- 
ence on Future Risks” in Phila- 
delphia. 

“The automatic factory exists 
in part, at least—today!” he said. 
“The infant is here among us, 
now, and it will inevitably grow 
to maturity.” 

He cited examples: a milling 
machine developed by Massachu- 
setts Institute of Technology and 
an automatic cylinder block pro- 
duction line at Ford’s Cleveland 
plant. 

The MIT milling machine, Mr. 
Braun said, 


represents perhaps 


“the most ambitious efforts that 
have been made, thus far, in the 
metal cutting industry.” Without 
help from a human operator, it 
converts information on punched 
tape into the contours of a fin- 
ished part. 

“The time will come,” he pre- 
dicted, “when entire operations 
will be conducted by automatically 
controlled machinery, such as 
this.” 

The Ford cylinder block line 
has a rated output capacity double 
that of any other in the industry, 
he pointed out, because an auto- 
matic line can feed and unload 
machines twice as fast as manual 
operation. 

Unbelievable developments of 
the future in atomic energy were 
unveiled recently at Arco, Idaho, 
Braun said. Electricity was gen- 
erated by atomic power, and at 
the same time created more atomic 
fuel than it burned up in the oper- 
ation. 

Coming developments, he proph- 
esied, will minimize or eliminate 
entirely some of the material han- 
dling hazards of today, but at the 
same time create new problems 
and hazards. Among these he 
listed the special precautions re- 
quired for storing and handling 
flammable, toxic or corrosive ma- 
terials, radioactivity, and the con- 
trol of noise and vibration. 

Machines, however, will not 
wipe out the need for human 
skills, he said. There will be a 
continued need for present skills, 
and for even higher skills to un- 
derstand and maintain the future 
production machines. 

“Workers 


more 


more alert, 
interested, more enterpris- 
Braun said. “As plants get 
automatic, decisions get 
critical and mistakes more 
So the human factor will 
become more important and hu- 
man engineering will come more 
and more into the forefront.” 


will be 


ing,” 
more 
more 
costly. 


Future employees probably will 
be trained in groups of 30, 40 or 
50 men, by television, he pre- 
dicted, with that means of com- 
munication used for safety 
instruction as well. 


also 








Forty Years Progress 
In Safety Equipment 


Q'\ E the First Safety ( ongress 
\7 was held in Milwaukee in 


1912, a 


grown up. The 


whole new industry has 
manufacture and 
distribution of equipment and sup- 
plies for the protection of the 
worker against the hazards of the 
job has become big business. 
Forty years ago safety equip- 
ment was limited pretty much to 
foundry shoes, primitive goggles, 
and work clothes and gloves which 
offered some 
abrasion and contusion. 
On the safety 
tieth birthday the 
which formed an integral part of 


the National Safety Congress was 


protection against 


movement's for- 


I xposition 


something to astonish the veteran 
as well as the beginner in safety. 
Never before had so much space 
been devoted to the Fy 


pre ducts 


ition OF 
sO many . rvices 
been on display 

Because of the extensive remod- 
eling program at the 
Hotel, the Casino 
available for the Exposition and 
were at the Conrad 
Hilton. In addition to the Exhibit 
Hall on the lower lobby level, the 
coffee shop had 


exhibit 


Congress 
Room was not 


all exhibits 


converted 
Additional 
facilities were also provided on the 
floor 


hee n 
into space. 


mezzanine ind adjoining the 


meeting rooms on the third floor 
Even with this added space the re 
sources of the hotel were taxed to 
the limit. 

Every exposition has been a 
reminder of the growing scope of 
the term, “safety equipment. 
Starting out with the objective of 
individual 


the field 


wide va- 


merely protecting the 


against sudden injury, 


has grown to include a 
riety of products which maintain 
safe, comfortable and healthful 
working conditions. 

Personal 


protec tive ¢ quipmen 


occupied a place 


conspicuous 
among the displayed 
There 
items of protective equipment for 
of the body and for 
every common occupation. Many 


of the models incorporated recent 


products 


were garments and other 


every part 


improvements 


In recent civil defense 
and the 


natural and man-made 


years 
programs destruction 
caused by 
caused increased 


disasters have 


interest in fire-fighting, first aid 
and rescue work, and other angles 
of plant and community protec 
tion. This phase of safety was well 
represented in exhibits relating to 
fire detection and extinguishment 
handling and storage of flammable 
substances, treat 


and explosive 





ment of injuries, resuscitation de- 
vices, and products for the treat- 
ment of injuries. 

plant 
sanitation there were equipment 


For housekeeping and 


and supplies in great variety. 
\{mong these were floor machines, 
cleaners, oil and 


vacuum grease 


absorbents, detergents and = ger- 
micides, and other products which 
promote clean and healthful sur 
roundings. 

Closely associated with a clean 
plant are facilities for personal 


Wash- 


room equipment, skin cleansers, 


cleanliness and hygiene. 
protective applications, and prod- 
control of athlete’s 


foot were included in this group. 


ucts for the 


Prevention of falls has received 
both 
personal 


rue h researe h involving 


walkway surfaces and 
equipment. On display were sev- 
eral types of antislip flooring ma- 
terials and floor finishes, ladders 
scaffolds, safety belts and 


harnesses, and footwear with soles 


and 


and heels of slip-resisting mate- 
rials 

Guards for machines, one of the 
first objectives of organized safety 
still 


demonstrated in ac- 


work, are important and 


guards were 
tual use. 


Handling material equipment. 
indispensable in both safety and 
operating elfliciency, was _ repre- 
sented in the exhibits of wire rope, 
hoisting chains, slings and acces 
sories and other devices for me- 
chanical handling. 

First aid and medical supplies 
for the normal use of large and 
small plants and for community 
emergency use were well repre- 
sented. Most manufacturers supply 
unit dressings which can be kept 
in sterile containers until used. 

The side of safety work covered 
by the broad term, “education,” 
was represented in many interest- 
ing booths. Literature, visual 
training aids, warning and instruc 
tion signs, awards and incentives, 
engineering services, and other 
important elements in safety pro- 
featured. National 


Council publications and 


motion were 
Salety 

services were featured in a com- 
prehensive and striking series of 


exhibits. 
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One exhibit which attracted fas- 
that of a 
snake-bite kits. 
Safely behind glass was a collec- 
tion of deadly 


cinated crowds was 


manufacturer of 


serpents rattlers, 
copperheads, water mocassins and 
snakes—as well as 


coral some 


harmless varieties. 


The Exhibitors 


Acme Protection Equipment Co 
Advance Glove Manufacturing Co 
Aetna Casualty & Surety Co 

Alan Wood Steel Co 
Albina Engine & Machine 
Allied Industries of ¢ 
American Abrasive Metals Co 
American Chain & Cable Co., Inc 
\merican-LaFrance-Foamite 
American Mutual Liability 


Co 


Works 


ulllornia 


Insurance 


American Optical Co 

Ampco Metal, In 

Ansul Chemical Co 

Arcadia Manufacturing C 
Bashlin, W. M., Co 

Bausch & Lomb Optical C 
Best, Alfred M., Co., I 

Bil-Jax, In 

joyer-Campbell Co 

Bradley Washfountain Cx 
Brady, W. H., Co 

treck, John H., Inc 
Bristol-Myers Products Division 
Browne, Stewart R., 
Buhrke, R. H., Co 
Bullard, E. D., Co 
Bustin Firm-Grip Grat 
Cambridge Rubber Co 
Canheld Oil Co 
Chemical Specialties, I: 
Chicago Eve Shield Co 
Chicago Watchelock Cx 
Coca-Cola Co 


Manufacturing Co 


Cory 


Columbus Glove Manufacturing Co 
Columbus-McKinnon Chain Cor; 
C-0-Two Fire Equipment Co 
Crown Signals, Inc 
Cunningham, M. E., Co 
Davis Emergency Equipme: 
Detex Watchclock Cory 
Diamond Match Co 


Diversey Corp 


t Lo 


Dockson Corp 

Dorsey Safe-T Shoe Cx 

Dow Corning Cory 

Dunn Products 

Duo Safety Ladder Cor; 
Eagle-Picher Sales Co 

E. & J. Manufacturing Co 
Eastern Metal of Elmira, Inc 
Edmont Manufacturing Co 
Elliott Service Co 
Embosograf Corp. of America 
Emerson, J. H., Co 

Erell Mfg. Co 

Fairfield Glove Co 

Fendall Co 

Finnell System, In 

Franklin Research ¢ 

Fireye ( orp 

Frommelt Industrie 
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Escape from Locked Refrigerator 








3" 
% BOLT 


- 
\ 


\ 





INSIDE 
ICE BOX 








ee 





BUSHING WELDED TO HASP 
TAPPED FOR % BOLT 


OUTSIDE WALL 


3 
‘g BOLT MADE TO THICKNESS OF WALL 


PADLOCK 








THE SKETCH reproduced above 
illustrates a simple device devel- 
oped at McClellan Air Force Base, 
headquarters of the Sacramento 
Air Matériel Area, to make pos- 
sible prompt escape from a locked 
refrigerator room. 

The device offers more positive 
protection against an employee 
being imprisoned in the refriger- 
ator than the distress signal oper- 
ated from The latter’s 
effectiveness depends upon outside 


inside. 
assistance which may not always 
be available. 

As shown in the sketch, an ordi- 
nary padlocked door can be con- 
verted by a few simple changes. 
he hasp for the latch and padlock 
is welded to a bushing which has 


been tapped for a %-inch bolt. 
The hasp is inserted in a hole 
drilled in the wall. 

The bolt, made to the thickness 
of the wall and attached to a Tee 
handle, is inserted through the 
hole from 
tightened, 


inside the room and 
the hasp 


against removal from the outside. 


securing 


An employee locked in the room 
unloosen the bolt by 
means of the handle and push 
against the door, thus forcing the 


need only 


bushing out of the hole and caus- 
ing the door to open. 

The sketch and description were 
Safety Stand- 
S. De- 


reproduced from 
ards, published by the U. 


partment of Labor. 





Gamewell Co 

General Detroit Cor; 

General Electric Co 

Globe Co. 

Glo-Safety-Produc ts 

Gro-Cord Rubber Co 

Haws Drinking Faucets Co 

Hewson, John, Co. 

Hild Floor Machine Co 

Hillyard Chemical Co 

Huntington Laboratories, In 

Hygiene Research, Inc 

Hy-Test Divn., International Shoe Co 
Industrial Gloves Co 

Institute of Industrial Launderers, Inc 
Insto-Gas Corp. 

Interstate Rubber Products Cory 
Iron Age Divn., H. Childs & Co., ly 


Jones, C. Walker, Co 
Jones & Co 
Junkin Safety Appliance Co., Inc 
Justrite Manufacturing Co 
Karel First Aid Supply Co 
Kelley-Mahorney Co 
Keystone View Co 
Kidde, Walter, & Co., In 
Kimball Safety Products Co 
Klein, Mathias & Sons 
Knapp Bros. Shoe Mfg. Co. 
Kunz, J., Glove Co 
Laduby (Flur-O-Lock) Co., Inc 
Lamplighter Products Co., Inc 
Legge, Walter G., Co., In 
Lehigh Safety Shoe Co 

To page 104 








THE ACCIDENT BAROMETER 


Prepared by the Statistical Division, National Safety Council 





ACCIDENTAL DEATHS in August 
numbered approximately 8,300, a 
reduction of 1 per cent from 8,400 
in 1951. Decreases in deaths from 
home and occupational accidents 
were nearly offset by an increase 
in motor-vehicle accident fatalities. 
Deaths from public non-motor- 
vehicle accidents numbered about 
the same as last year. 

The eight-month death total was 
62,400, an increase of 3 per cent 
over the 1951 comparable total of 
60,800. Most of the 
occurred in deaths from 
vehicle accidents, but deaths from 
home and public non-motor- 


increase 
motor- 


vehicle accidents also were more 
Deaths from 
tional accidents showed no change 


numerous, occupa- 


from last vear. 


Motor-Vehicle Deaths 
There were approximately 
deaths 
dents in August, or 9 per cent more 
than in 1951. Compared to 1950, 
it was an increase of 21 per cent. 
Deaths during the eight months 
totalled about 23,770, an increase 
of 3 per cent over last year. The 
death rate per 100,000,000 vehicle 
7.0, a 1 per cent reduc- 
the 1951 eight-month 


3,770 


from motor-vehicle acci- 


miles was 
tion from 
rate of 7.] 
Of the 47 states reporting for 
eight months, 18 had fewer deaths 
last year, 1 had the same 
number and 28 had more deaths. 
A total of 441 cities with popula- 


than 





15,000 


ALL ACCIDENTAL DEATHS | 


10,000 





0 





MAM J 
1952 1951 Change 
8,300 8,400 1% 
62,400 60,800 oS 


JF JA 


August 
Eight Months 
tions of 10,000 or more reported a 
reduction of 14 per cent for Au- 
gust and 6 per cent for the eight- 
month period. 
Regional changes from 1951 in 
the eight-month death totals were: 
North 


South 


Atlantic 
Atlantic 
North Central 
South Central 
Mountain 
Pacific 


Occupational Accidents 

Deaths in August resulting from 
occupational accidents numbered 
approximately 1,400, or 200 fewer 
deaths than last year. The eight- 
month total was 10,600, about the 
same number as occurred in 1951. 

The August frequency rate per 
million man-hours in seventeen 
sectional accident prevention con- 


tests conducted by the National 


Safety Council was 6.55, a reduc- 
tion of 8 per cent from last year. 
The eight-month rate was 6.58, a 
reduction of 7 per cent. The Au- 
gust frequency rate for plants in 
community council inter-plant con- 
was 8.42, a decrease of 1 
per cent from 1951. The eight- 
was 8.41—-about the 


tests 
month rate 
same as last year. 


Public Deaths 

Public non-motor-vehicle deaths 
in August numbered 1,500, about 
the same as in 1951. 

Deaths during the eight months 
totalled 10,800, an increase of 5 
per cent over last year. There were 
increases deaths from burns, 
drownings and unclassified public 


in 
accidents. Decreases occurred in 
deaths from transportation acci- 
dents and falls, while fatal fire- 
arms little 
change from 1951. Increases were 
recorded for young people 15 to 
24 years of age and persons 65 


accidents showed 


years and over. 


Home Deaths 

Deaths from home accidents 
numbered approximately 1,900, a 
reduction of 200 deaths from 
1951. 

The eight-month death total was 
8,800, an increase of 2 per cent 
over last There in- 
creases in deaths from burns, fire- 


year. were 
arms and unclassified home acci- 
dents. Decreases were reported in 
deaths from poisoning, mechanical 
suffocation and falls. Most of the 
increases occurred among persons 
15 to 64 years of age, but deaths 
of children under 5 years old and 
persons 25 to 44 years of age also 
numerous 


were more 


4000 
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Keep your 


floor-maintenance 


men happy.. . 


or 
i> ie eos 


with -Filted cquirment f 








Ilowever much a maintenance man may want to 
do a good job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large, or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. That’s why Finnell 
makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct in size as 
well as ph ox ... that provides the maximum 
brush coverage consistent with the area and ar- 
rangement of the floors. 


Finnell makes Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes... a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked floors... 
Combination Scrubber-Vac Machines for small, vast, and 
intermediate operations, including gasoline as well as elec- 
tric models ... Mop Trucks ... Vacuum Cleaners for wet 
and dry pick-up, including a model with By-Pass Motor. 
In addition, Finnell makes a full line of fast-acting Cleans- 
ers for machine-scrubbing ... Sealers and Waxes of every 
requisite type... Steel-Wool Pads, and other accessories 
— everything for floor care! 


In keeping with the Finnell policy of rendering an indi- 
vidualized service, Finnell maintains a nation-wide staff 
of floor specialists and engineers. There’s a Finnell man 
near you to help solve your particular floor-maintenance 
problems... to train your operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies... and to 
make periodic check-ups. For consuitation, demonstra- 
tion, or literature, phone or write nearest Finnell Branch 
or Finnell System, Inc., 2212 East St., Elkhart. Ind. 
Branch Offices in all principal cities of the United States 
and Canada, 


BRANCHES 


FINMELL SYSTEM, Int. gy wn 


PRINCIPAL 


Onginalors of Power Serubbing and Polishina TWachines ’ ranal i; 
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Your conscientious men are of- 
tener conscientious in withholding 
than in bestowing. 

WALTER SAVAGE LANDOR, 


Anniversary 


ON A SCRAP OF PAPER in a desk 
drawer, I found this notation, 
“ ... It has become a symbol of 
something far bigger than itself.” 
Another refers to the “National 
Showcase for Safety.” 

Unfortunately when I wrote 
down these appropriate quotes, | 
depended on an unreliable memory 
for their source and application. 
The first could refer to the Na- 
tional Safety Council: the second 
to the National Safety Congress. 
Both are worth remembering. 

Among Congresses, some inevi- 
tably leave a much more lasting 
impression than others. I’m sure 
the 40th will be one of them. 

This year’s Congress marked an 
important of the 
safety movement, and its tribute 
to the founding fathers will be 
remembered not only by those who 
knew the 
with them but also by those 


anniversary 


pioneers and worked 


newer in the work who are carry- 
ing on their traditions. 

When the first Safety Congress 
met, I was a senior in high school. 
But the Council was still young 
when I joined the staff and the 
Milwaukee and the 
founding of the Council were still 
It was 
my good fortune to become ac- 


Congress 
fresh in people’s minds. 


quainted with some of the plo- 
neers. 

Digging into the past for his- 
was a pleasant 


toric material 


assignment. There was a fascina- 
about seeing stories of that 


brittle. 


tion 


famous Congress in the 


yellowed pages of The Milwaukee 
Sentinel; in reading of men hon- 
ored by the safety movement, most 
of them gone, many of whom | 
knew either personally or through 
their work. 

I'll remember the 40th Con- 
gress, too, for an exceptional 
speaker at the Annual Meeting. 
Putting a 17-year old girl in a 
program spot which had previ- 
been filled by such dis- 
tinguished women as Margaret 
Culkin Banning and Dorothy Me- 
Cullough Lee was a rather daring 
experiment. But Doris Jean An- 
stole the 
charmed and impressed the audi- 


ously 


derson show: she 
ence with her earnest and enthusi- 
astic presentation of the teen-ager’s 
side of the safety problem. 
Doris started me thinking, too. 
I had heard plenty of stories about 
the high school cowboys who were 
making the streets of Park Ridge 
and Des Plaines death traps when 
school was out. But I hear most 
of them 
I’m down in the Loop about the 
time they’re Re- 
membering the kids I’ve known 


second hand, since 


turned loose. 
over a period of many years, I 
have to admit that. on the whole. 
they’re a pretty decent lot. There 
are a few highway menaces among 
them, to be but 
plenty of adults who aren’t setting 


sure, there are 
a good example at the wheel and 
who raise hell if Junior runs afoul 
of traffic with the 


one who deserves it. 


laws—-but not 


Another address | enjoyed, and 
so did many others in the audi 
ence, was by Dr. Alfred P. Haake 
mayor of Park Ridge, before the 
General Motors luncheon honoring 
the Fleet Safety Contest 
| was bragging to the other peo 
ple at our table that [| lived in the 
speaker’s town. 


winners 


Less than ten years away is the 
safety movement’s golden jubilee. 
I don’t expect to be around here 
in 1962 but I hope to send the 
Council my congratulations from 
the farm. 


* * 


In This Issue .. . 

THIS MONTH we pick up Uw 
story of the Congress where the 
November off. 
High point of the story is, of 


installment left 


course, the banquet at which the 
safety 1912 
honored. President 
Dearborn’s address at the Annual 


pioneers of were 


(Page 22). 


Meeting appears on page 17 and 
Judge Luther W. Youngdahl’s ad- 
dress at the Banquet begins on 
page 18. 

* * «& 

Fifteen thousand employees, 
their families and their neighbors 
are the intended beneficiaries of 
this off-the-job safety campaign 
being conducted by Willys-Over- 
land in Toledo. 
of media is used in reaching the 
community. (Page 24) 


A wide variety 


* * * 


This month Bill Andrews’ Safe- 
ty Engineer lays aside his inspec- 
tion reports and accident records 
and devotes the Diary to a little 
quiet meditation. To my criticism 
that “Memo to a 
(page 30) sounded more like Ash 
Wednesday than Christmas, Bill 
replied that the December issue 


Carpenter” 


would be out early in Advent and 
that the 
Christmas were a penetential sea- 


weeks leading up to 
son. But regardless of differences 
about the symbolism of the church 
year, you will agree that it is beau- 
tifully written, with deep feeling 
(Since June 1 Bill Andrews, for- 
NSC editorial director, has 


at Calvary 


merly 
been lay missionary 
Episcopal Church, Roundup, Mon- 
tana. Parish duties, public speak- 
ing engagements, free lance writ- 
ing, and studying for ordination 
fill a busy and satisfying life.) 


7] 


an 
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Dacron-stitched throughout to resist 


acids, caustics and bleaches. 

High cut assures protection on soggiest 
jobs. 

Specially rounded top prevents cutting 
or chafing. 


Comfortable blucher style—durable 


brown leather. 


® “Neo-cork” sole and heel won't slip. 
Oil-resistant. 

THOM McAN SAFETY SHOE DIVISION 

25 West 43rd Street, New York 18, New York 

MEN WEAR 


THOM McAN SAFETY SHOES 
WILLINGLY 
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Style $4100 


SOLD 2 WAYS 


1. Stocked for your men in Thom McAn stores. 


2. Sold direct to plants. 


Details of this service, plus information on the 4-way em- 
ployee purchase plan and the Thom McAn safety shoe 
features, should all be on your desk. Just write us and we'll 


see that they get there. 


A DIVISION OF MELVILLE SHOE CORPORATION 








Small Businesses 
and Associations 


By A. M. 


BALTZER 


Director, Small Business and 
Associations Program, NSC 





Big Boosts for Small Business 

Tue Kiplinger Letter of Sep- 
tember 27 carried a one sentence 
comment on plant accidents and 
suggested that the reader write to 
the Small Business Program, Na- 
tional Safety Council, for help. 
Within the first two weeks over 
150 requests came in from large 
and small companies, insurance 
associations, 
state manufacturing associations 
and even individuals. Most of the 
requests for help did not give in- 
formation as to the reason behind 
the request but each received an 
answer and samples of literature 
on our Small Business Program. 

Modern Industry gave small 
business a big boost in both the 
September 15 


companies, - trade 


August 15 and 
issues. In the 
collected a considerable 
of material from us on the trend 
safety 


first, their writers 
amount 
humorous 


toward more 


material and featured an eight- 


fous 


A SAFETY- PROGRAM AT WORK 
IN THE BREWING INDUSTRY 


: Vv “ 
. 5 
Aes 


ea 


The brewers had the best turnout at the Small B 
Mike Aicher, director of employee relations, U. S$ 
is standing in front of the Foundation’s traveling display 


40th National Safety Congress. 
Brewers Foundation, Inc., 


meetin 


ec 


point safety for small 
plants in a six-page article en- 
titled “Selling Safety — 1952 
Style.” this article 
have thousands of 


program 


Reprints of 
been sent to 
members and non-members of the 
Council. 

The September 15 issue carried 
a short item about your reporter’s 
talk before the ASME September 
8. This item highlighted the fact, 
which we have emphasized time 
after time, that the accident rate 
is higher in small companies than 
in large companies but that the 
same basic methods of control will 
produce results. 

Safety Standards, published by 
the U. S. Department of Labor in 
its October issue, carried excerpts 
of the talks made at the Associa- 
tions Safety Session of the Presi- 
dent’s Safety Conference by W. M. 
Aicher, of the U. S. Brewers Foun- 
Ray Ketchmark of the 


Paper Box Association 


dation, 


Folding 











Safety Lunch during the 





and Ivan LeGore of the Portland 
Cement Reprints of 
their stories have also been given 


Association. 


wide distribution. 

The Woodworking Digest of 
August, 1952 also carried a story 
on small business and liberally 
quoted Mr. Dearborn’s talk before 
the Presidents The 
article brought out some of the 
strongest cost of 
accidents and the special prob- 
lems of small business. 


Conference. 


arguments on 


Six Association Awards Given 

Following the Association’s 
Swapshop session at the Congress 
October 22, President Dearborn 
presented the Council’s new safety 
award for associations to staff 
representatives or officials of five 
the Port- 
Association —re- 


associations. The sixth 
land Cement 
ceived its Award at its regular 
convention in Chicago, November 
ll. The other five associations so 
honored were: American Hospital 
Meat In- 


General 


Association, American 


stitute, Associated Con- 

Folding Paper Box 
Association, and U. S. Brewers 
Foundation, Inc. 

In introducing President Dear- 
born, W. Dean Keefer, chairman 
of the Committee of Judges which 
reviewed the award entries, ex- 
that was 
given to both accident reduction 


tractors, 


plained consideration 
within the industry and safety ac- 
tivities of the association. He also 
pointed out that this new award 
ranked with the highest industrial 
and public safety awards of the 
Council and that time did not per- 
mit giving adequate publicity to 
that more 
studied by the 


the award plan so 


entries could be 
various committees of the Council. 
This, of course, will be done as 
soon as final rules and minimum 
requirements can be formally 
approved. 

In addition to Mr. Keefer, the 
Committee of Judges included 
William Barton of the Chamber of 
Commerce of the U. S., Thomas 
Brennan of the National 
tion of Manufacturers, Harry 
Brainerd of the Western Pennsyl- 
vania Safety Council, Reuel Elton 


Associa- 
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of the American Trade Associa- 
tion Executives and J. Howard 
Myers of Atlantic Refining Com- 


pany 


FPBA Sets Up New Award 


The Folding Paper Box Asso 
ciation of America will recognize 
outstanding achievements and con- 
tributions to accident prevention 
by its membership with a “Direc- 
tor’s Safety Award.” The awards 
will be based on records submitted 
in the Association’s Safety Contest 
and will recognize records of om 
million or more marhours or a 
minimum of five consecutive years 
without injury. Consideration will 
also be given to other outstanding 
contributions to safety approved 
by the Labor Relations Committee 
of the Association. 


Maintenance Conference 
Plans Announced 


A CONFERENCE ARRANGEMENT 
permitting consideration of the 
problems of individual plants, will 
be a feature of the Plant Main- 
tenance Conference, at the Public 
Auditorium, Cleveland, January 
19-22. An effort will be made to 
permit every visitor to have his 
specific questions answered by ex- 
perts from all major industries. 

Facilities in panels, conferences 
and roundtables will make pos- 
sible the treatment of approxi- 
mately 5,000 individual problems, 
in addition to the reading of pre- 
pared papers and four plant tours. 
f ight sectional conferences and 2] 
roundtables will be held over two- 
day periods to encourage visitors 
to consider discussions overnight 
and submit questions based on 
their own experiences. 

On the floor of the Plant Main- 
tenance Show, which will be held 
at the same time, about 1,500 ex- 
perts representing 300 exhibitors 
will be on hand to answer further 
questions concerning equipment. 

Eleven major industries will 
have sessions of their own to 
allow intensive discussions of 
single industry problems. Also, 
conferences will be divided into 
separate groups according to the 
size of plant. Top management 
maintenance problems, common to 
all industry, will be treated in 
panels which all will attend. 
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“It’s a QUICK, SAFE repair job with 


Scot’ Ylir-Paks 


19 


protecting us! 


MODEL 
6000 - B4A 


% Repair and maintenance jobs that 
must be performed in atmospheres where breathing is hazardous 
or difficult are completed quickly and efficiently by workers 
wearing SCOTT AIR-PAKS. Workers are assured of getting 
as much cool, fresh air as they want, no matter how hard 
they work. Simple to operate and fast, you'll find Scott Air-Paks 
protecting health and lives throughout the nation’s industries 
... they have the lowest operating cost of any breathing equip- 


ment, 


ESTASLISHED Em 1032 u RITE FOR BULLETIN VO. 510 showing 
models for every job or call in your Safety 
Equipment Dealer today. 


SAFETY EQUIPMENT DIVISION 


COTT AVIATION CORP. 


211 ERIE ST., LANCASTER, N.Y. 








Radio and TV 
Carry Congress Story 


“Forty Years of Safety” was the theme of a pre-Congress broadcast over the NBC 


network 


In the studio, left to right, are William H. Cameron, one of the founders 


of the National Safety Council and its first managing director; Paul Jones, director 
of public information, NSC; Ned H. Dearborn, president, and Judith Waller, director 
c 


of education and public affairs, 


ITH increasing radio and 

television coverage the mes- 
sage of the Fortieth National 
Safety Congress reached a much 
larger audience than any previous 
event in safety history. 

Beginning with the first week 
in October and gathering momen- 
tum as the Congress approached, 
programs began to include safety 
features. These comprised salutes 
to the National Safety Council on 
its fortieth birthday and broad- 
casts dealing with some specific 
phase of safety—in traffic, in the 
home, at work, and on the farm. 
The splendid cooperation of mem- 
bers and friends of the Council in 
bringing safety to the public 
through their programs made it 
possible to reach several millions. 

Forty-three radio network pro- 
grams featured safety during the 
month of October, in addition to 
16 local programs on Chicago sta- 
tions. Television carried five net- 
work and seven local programs. 
Throughout the country more than 
450 stations carried salutes to the 
Congress and spot announcements 
and messages. 

Of historic 


interest was the 


Noti is d : 








= g ee 


broadcast, “Forty Years of Safety” 
on the “Public Affairs” program 
over the NBC network at 1:30 
p.m., Saturday, October 18. This 
review of safety’s progress since 
1912 was presented by William 
H. Cameron, one of the founders 
of the National Safety Council and 
its managing director for many 
years, and Ned H. Dearborn, 
president of the Council, who suc- 
ceeded Mr. Cayneron, as its execu- 
tive head in 1942. 

Introduced by the announcer as 
“the patriarch of safety,” Mr. 
Cameron spoke of the origins of 
the safety movement and reviewed 
with Mr. Dearborn the progress 
made since the First Cooperative 
Safety Congress in Milwaukee in 
1912. 

In discussing safety before 1912, 
Mr. referred to three 
pioneers significant 
contributions: 


Cameron 


who made 


1. George Westinghouse, in- 
ventor of the air brake. 


2. Lorenzo A. Coflin, 
worked tirelessly for years to get 
his railroad safety appliances act 
adopted as a federal law. 


who 


3. Judge Elbert H. Gary, for- 
mer head of United States Steel 
Corp., who issued this historic and 
revolutionary order in 1906: 

“United States Steel Corp. ex- 
pects its subsidiary companies to 
make every effort practicable to 
prevent injury to its employees. 
Expenditures necessary for such 
purpose will be authorized. Noth- 
ing which will add to the protec- 
tion of the workmen should be 
neglected.” 

Mr. Dearborn pointed out that 
Theodore Roosevelt was a pioneer 
safety exponent who, in a message 
delivered to Congress January 31, 
1908, proposed a workmen’s com- 
pensation law to cover govern- 
ment employees. 

He also referred to the estab- 
lishment of the American Museum 
of Safety in 1911 and the organi- 
zation of the Mine Safety Associa- 
tion the same year. Between 1911 
and 1913 sixteen states passed 
workmen’s compensation laws over 
powerful oppositicn. 

Recalling the first Congress spon- 
sored by the Association of Iron 
and Steel Electrical Engineers, Mr. 
Cameron emphasized the quality 
of the program and the caliber of 
the speakers. There was a clear- 
cut definition of the problem, 
pointing out the need for both 
safer conditions and better educa- 
tion of the workers in safe habits. 

There was a surprising eruption 
of feeling about the need for a 
similar national convention the 
following clearing 
house of information where repre- 
sentatives of industry could obtain 
facts on developments in the field. 

Mr. Dearborn paid tribute to 
three men whose vision and un- 
tiring efforts had made a national 


year and a 


safety movement possible: 


1. Lew R. Palmer, prime organ- 
izer of the First Cooperative 
Safety Congress, and later served 
the National Safety Council as 
president. 

2. Robert W. Campbell, chair- 
man of the central safety commit- 
tee of Illinois Steel Company, who 
became the first president of the 

To page 101 
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On All Kinds of Flooring gis 
WHIZ CHECK-SLIP Gives Low-Cost 
Anti-Slip Protection... 
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Us BEAUTY! 


HEN you have a variety of flooring materials 

to maintain, you’ve got a problem . . . especially 
when you want anti-slip protection, too. The letter 
shown below testifies that WHIZ CHECK-SLIP is the 
solution. 

CHECK-SLIP was developed to give dependable anti- 
slip qualities, and to give the other important fea- 
tures that you expect from a first-class floor finish . . . 
long wear, high lustre and easy low-cost maintenance. 
You'll get those qualities—and more, in CHECK-SLIP! 
Ask your supplier about WHIZ CHECK-SLIP! 


# in 
UPface” 
oun, asp) . 
Phalt 
a 
» and Vitreous !*? 


The above letter testifies to CHECK-SLIP’s satisfactory 
performance on a variety of floors—under the hardest 


— CONTAINS NO WAX! ——> [pacer 


You can get WHIZ CHECK-SLIP in convenient 
sizes—1, 5, 30 and 55-gal. containers. 


INDUSTRIAL-AVIATION DIVISION 
R. M. Hollingshead Corporation - 
Leader in Maintenance Chemicals 
858 Cooper &., Camden 2, N. J. 
Cenedian Offices: Torento 
Warehouses: Chicago, Dalles, Sen Francisco 








Green Cross News... 


Activities of Local Safety Councils and Chapters 


Compiled by TOM A. BURKE 
Director of Local Safety Prog 


, Field Org 








Managers Conference 

More THAN 100 MANAGERS, with 
16 presidents and other council 
officers, attended the two-day meet- 
ing of safety council administra- 
tors held at the Conrad Hilton, 
October 17-18. The session was 
one of the best in the long history 
of managers meetings. A high- 
spot of the interesting program 
was the special session on safety 
council financing held on Friday 
afternoon, with Joseph M. Kap- 
lan, Los Angeles, as chairman. 
Participants were: Lauren O. Bit- 
ler, Cleveland; Clinton W. Dreyer, 
Oakland; Walter L. Fox, Syra- 
cuse; Estel Hack, Louisville; Wal- 
ter D. Ladd, St. Joseph (Mo.) ; 
Harold F. Lillie, Lansing; and 
Kenneth R. Miller, Cincinnati. 
Joseph E. Lovvorn of the NSC 
Field Organization staff talked on 
the importance of enlisting top 
leadership for any successful fi- 
nancial program. Various types 
of financing were discussed by 
the participants and the audience. 
It was a down-to-earth session that 
brought out many constructive 
ideas. 

In his keynote address, Earl F. 
Campbell, director of the Field 
Organization, called attention to 
a definite trend that indicates the 
necessity for expanded traffic safe- 
ty programs “that call for a 
broadened interest in the eco- 
nomics of motor transportation as 
well as safety education. We must 
accept our responsibility for being 
modern architects for programs 
that meet the urgent demands of 
today.” 

It was reported that the 1953 
Institute for Safety Council Ad- 
ministrators is already an assured 
success with 18 applications from 


managers to take the course next 
Spring. Another interesting fea- 
ture of the meeting was the panel 
on publicity conducted by Paul 
Jones, director of Public Informa- 
tion NSC, with Phil Swatek, 
feature writer of the Cincinnati 
Enquirer and Paul Rhoades news- 
caster, Station KRNT, Des Moines. 
“Selling Your Chapter to Your 
Board” was another interesting 
half hour. Participants were 
Managers Clinton W. Dreyer, Oak- 
land; Dan Hollingsworth, Okla- 
homa City, and Estel Hack, Louis- 
ville. “Safety in the Small Plant” 
was a discussion led by Al Balt- 
zer, Industrial Department NSC, 
with two managers who already 
have done some work in the small 
plant field, Harry Brainerd, Pitts- 
burgh, and H.G.J. Hays of the 
Ohio State Safety Council, Cleve- 
land. 

Eleven Special Achievement 
awards with 12 Merit Certificates 
were presented to Chapters at the 
Saturday luncheon, by Dr. B. L. 
Corbett, vice-chairman of the Con- 
ference of Local Safety Organiza- 
tions. Four home safety awards 
and the inter-city plant and fleet 
safety awards were also presented 
by Dr. Corbett at the luncheon. 


Conference Reflects Real 
Progress 

Five applications for chapter 
affiliation were approved by the 
Conference of Local Safety Or- 
ganizations at its annual meeting 
Monday, October 20 at the La 
Salle Hotel and favorable action 
followed at the meeting of the 
board of directors, NSC. Charters 
were granted to Philadelphia Safe- 
ty Council; Safety Council of 
Greater Youngstown; Connecti- 


cut Safety Commission; Sioux 


Falls Safety Council, Sioux Falls, 
S. Dak.; and Louisiana Safety 
Association, Shreveport, La. 

The Conference also considered 
the need for development of a uni- 
fied plan for national fund raising 
that would strengthen the financial 
support of NSC and all chapters. 
A special Conference committee 
will make a thorough study of all 
phases of the subject of financial 
support. 

The committee on “Appraisal 
of Chapter Operations” recom- 
mended that the actual appraisal 
be made by the Field Organization 
staff and that a graduated scale be 
developed to provide qualitative 
evaluation on Chspter operation. 
The committee, headed by Dr. 
B. L. Corbett of Milwaukee, is con- 
tinuing with the development of a 
definite appraisal technique. 

A report by Earl F. Campbell 
showed that during the past three 
and a half months Field Organi- 
zation has provided field services 
to 41 existing chapters and that 
work is now underway in up-grad- 
ing 11 chapters. Field Organiza- 
tion has also given 17 inventory 
analyses during recent months and 
has participated in state and re- 
gional conferences. Currently 85 
chapters are enrolled under the 
Conference plan. 

Plans were worked out with the 
Industrial Department and ap- 
proved by the Conference, to con- 
duct in Chapter cities, when re- 
quested, the regular industrial 
courses such as have been held in 
Chicago. Such a plan will result 
in big savings to the industrial 
plants that send their men to the 
course. Engineers from the In- 
dustrial Department staff in Chi- 

To page 11] 
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cow PACKAGED error sicxie 
FIRE EXTINGUISHING SYSTEM 


inexpensive, simple, sure! 


Do you want maximum fire-fighting 
power at minimum cost? Then you 
want the new Kidde Standard Pak. It’s 
any pipefitter an inexpensive ready-made system you 


can install it can build in for protection against tough 
fires in normal flammable liquid hazards. 


Anyone who can cut pipe can set up 
this pre-engineered fire extinguishing 
“package.” Choose from six sizes for 
volumes up to 6,000 cubic feet. 


Every kit contains Kidde rate-of-rise 

heat detectors, Kidde Multijet nozzles, 

and automatic discharge heads. Pipe 

and fittings are optional, as are pressure pre-engineered 
trips and switches, remote controls, 

sirens, gongs. 


For full information send the coupon. 


merely measure the size of the room 
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WALTER KIDDE & COMPANY, INC. 
1245 MAIN ST., BELLEVILLE 9, N. J. 


Gentlemen: Please send me details on the 
New Kidde Packaged Fire Extinguishing System. 


NAME 





FIRM NAME 





Walter Kidde & Company, Inc. 
1245 Main Street, Belleville 9, N. J. 
CITY ZONE STATE 


ADDRESS__ 
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Winter’s Big Chore 


re 
This self-propelled snowplow 
clears a 16-inch path. Rated capacity is 
4500 square feet per hour and up to 
Inc.) 


e 


is attached to 5 by 20 
mesh which is then 
pouring of 
Wiegand Company) 


rotary 


18 tons of snow Jari Products, 


Heating cable 
foot 


laid in 


sections of 
place over initial 


concrete Edwin L 


ee WEI 
+ exquisite 


enough of ther 


AKE is 


beauty. 


a thing of 
But 
fall to the ground 


when 


they can be i nuisance ven 

uch of the North 
‘ 

American continent, 


us winter problem for 


imenace. Over! 
snow removal 
is a ser 
railroads, 


cities, transit companies, 


industries ind householders. 
Trafhic t 


iddition to 


ups and accidents, in 
ost and removal, pile 
bill. And a 


shovel has 


up a heavy annual 


work out 


proved tox n 


with a snow 


uch for many an 
iing heart 


For removal of 


ensive ireas of 


snow from ex 
sidewalk 


are two principal 


drivew i\ 


methods 


there 
power snowplows and 
heating elements in the 


pavement 
which melt the fast as it 
falls 

For the 
ire self-propelled 


snow as 


industrial plant there 
rotary plows, 


oper iting or the same pring iple 


as the larger plows used by the 
railroads. A rake breaks 


Which is thrown 


rotary 
up the snow 
through a casting chute adjustable 
for height and distance. One type 
clears a path 16 inches wide covy- 
feet of 


18 tons 


ering 4500 square pave 
ment and handling up to 
of snow an hour 
When summer 
found for 
With 


converted for use as a 


CUTNes, 
this 
attachments, the 


new uses 


can be versatile 
machine 

unit can be 
scythe and as a 


power power 


mowel! 


Sometimes, however, where to 
put the snow from this path be- 
In severe cli- 


truck 


comes a problem. 
mates removal by is often 
necessary. 

Snow-melting installations may 
in some locations. 
embedded in the 


concrete can be planned with suf- 


be the answer 
Heating cable 
ficient capacity to meet the heavi- 
est expected snowfalls, according 
to the The cable 
should abrasion-resistant 


manufacturers. 
have 
covering that will not react with 
free lime in concrete. 
These call 
day and night at the flip of the 
switch and can be energized to 


installations are on 


keep the pavement dry from the 
beginning of the snowstorm to the 
Operating costs are said to 
than the cost of 


shoveling and ice chopping, and 


end. 
be lower snow 


generally more satisfactory. 


Like the power snowplow, the 


snow melting equipment has a 


variety of uses. In winter it can 
be used for pipe line heating and 
snow and ce removal from roofs, 
gutters, downspouts, etc. It can 
also be used for soil heating in 
hotbeds 


houses, and in brooders to speed 


cold frames, and green- 
chick growth. 

But even with the latest in win- 
ter equipment, it is advisable to 
keep on hand a few snow shovels 
and a supply of sand or cinders 


and salt or calcium chloride. 
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ENGINEERED FOR ANY FIRE HAZARD 
SPLIT-SECOND ACTION! 





A Blaw-Knox Automatic Sprinkler or 
Fog System engineered for the fire 
hazards in and around a plant is indus- 
try’s most effective weapon against 
ruinous fires. On the job 24 hours a 
day, dousing fires at their start, sound- 
ing alarms, closing safety doors.. . all 
with the speed of electricity. Glad to 
consult with you and submit an esti- 


mate without obligation. 


BLAW-KNOX SPRINKLER DIVISION 
OF BLAW-KNOX CONSTRUCTION COMPANY 
829 Beaver Ave., N.S., Pittsburgh 33, Pa. 


. COOLING OFF CHEMICAL “HOT HEADS” 
Offices in Principal Cities 


Deluge Systems, Wet Pipe Systems, Dry Pipe Systems, 

Water Spray and Fog Systems, Rate-of-Rise Sprinkler 

Systems, Foam and Carbon Dioxide Extinguisher Systems 
all carry Insurance Underwriters Approval. 


“LITTLE JOEY SPRINKLER” 
Always on the Job 


PROTECTING FLAMMABLE GASES 


BLAW-KNOX 
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COMING EVENTS 


In the Field of Safety 








Dec. 16-17, Trenton, N. J. 

Second Governors Conference on In 
dustrial Safety. (War Memorial Bldg.) 
Norman Collard, New Jersey State In- 
dustrial Safety Committee, Room 311, 
86 E. State St., Trenton 8, N. J. 


Jan. 29-30, Milwaukee, Wis. 
Statewide Safety Conference (Hotel 
Schroeder). 


Mar. 1-3, Atlanta, Ga. 

Southern Safety Conference and Ex- 
position (Atlanta Biltmore Hotel). 
W. L. Groth, executive director, P.O. 
Box 8927, Richmond 25, Va. 


Mar. 3-4, Philadelphia, Pa. 

Nineteenth Annual Philadelphia Re- 
gional Safety and Fire Conference and 
Exhibit. (Bellevue-Stratford Hotel). 
Walter W. Matthews, managing direc- 
tor, Philadelphia Chamber of Com- 
merce, Safety Council, Architects Bldg., 
17th and Sansom Streets, Philadelphia 
3, Pa. 


Mar. 24-27, New York 

Twenty-Third Annual Greater New 
York Safety Convention and Exposi- 
tion (Hotel Statler). Paul F. Stricker, 
executive vice-president, Greater New 
York Safety Council, 60 East 42nd St., 
New York 17 


Mar. 24, Madison, Wis. 
Canners’ Safety Institute 
Loraine). 


Mar. 30-31, Boston, Mass. 

Thirty-second Annual Massachusetts 
Safety Conference and Exposition (Ho- 
tel Statler). Edgar F. Copell, president- 
director, Massachusetts Safety Council, 
31 State St., Boston 9, Mass. 


(Hotel 


Apr. 9-11, Kansas City, Mo. 

Central States Safety Congress (Hotel 
President). George M. Burns, director, 
Kansas City Safety Council, 419 Dwight 
Bldg., Kansas City 6, Mo 


14-15, Indianapolis, ind. 


Apr. 
Central 
(¢ ‘laypool 


Indiana Safety Conference 
Hotel). Jack Gunnell, In- 
dianapolis Chamber of Commerce, 320 
N. Meridian St., Indianapolis 11, Ind. 


Apr. 21-23, Grand Rapids, Mich. 

Michigan Safety Conference and Ex- 
hibit. (Civic Auditorium). Elon J. 
Schantz, executive secretary, c/o Con- 
sumers Power Co., 129 Pearl St. N. W., 
Grand Rapids 2, Mich. 


Apr. 22-24, Charleston, W. Va. 
West Virginia Safety Council, Inc. 


Annual Conference and Exhibit. Mrs. 
W. C. Easley, acting managing director, 
316 Masonic Bldg., Charleston, W. Va. 


Apr. 23, Bridgeport, Conn. 

Eighth Connecticut Indus 
trial Safety Conference. (Hotel Strat 
field). H. R. Erickson, c/o Chase Brass 
& Copper Co., Waterbury, Conn 


Apr. 27-29, Phoenix, Ariz. 
Western Safety Conference, Inc., 15th 

Annual Conference and Exhibit. H. I 

Luhrs Bldg 


Annual 


Hodgson, secretary, 310 
Phoenix, Ariz. 


Apr. 28-30, Pittsburgh 

Western Pennsylvania Safety Council, 
28th Annual Safety Engineering Con 
ference and Exhibit. Harry H. Brainerd, 
executive secretary, 605 Park Bldg 
Pittsburgh 22, Pa. 


Apr. 29, La Crosse, Wis. 
Lower Mississippi Valley Safety Cor 
ference. 


May 7, Watertown, Wis. 
Rock River Valley Safety Conferenee 


May 7-9, Roanoke, Va. 
Nineteenth Annual Virginia State- 
Wide Safety Conference (Hotel Roa- 
noke). William M. Myers, managing 
director, Richmond Safety Council, 49 
Allison Bldg., Richmond 19, Va. 


May 11-13, Syracuse, N. Y. 
Central New York Safety Conference 

Walter L. Fox, manager, Safety Divi 

sion, Chamber of Commerce, Syra 


cuse, N. Y. 


May 13-15, Winston-Salem, N.C. 

Twenty-third Annual North Carolina 
Statewide Industria] Safety Conference. 
(Robert E. Lee Hotel). H. S. Baucom, 
safety director, North Carolina Indus 
trial Commission, Raleigh, N. C. 


May 14, Green Bay, Wis. 
Fox River and Lake Shore 


Conference. 


May 21, Waukesha, Wis. 
South East and Lake Shore Safety 
Conference. 


Safety 


June 11, Superior, Wis. 
Upper Mississippi Valley and Lake 
Superior Safety Conference. 


June 18, Rhinelander, Wis. 
Wisconsin River Valley Safety Con 
ference. 





Oct. 19-23, Chicago 

Forty-first National Safety Congress 
and Exposition. (Conrad Hilton Hotel). 
R. L. Forney, general secretary, Na- 
tional Safety Council, 425 N. Michigan 
Ave., Chicago 11. 
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THEIR FIRST 


whole 
Company af 
Marines 


said THANK" 


How a group of telephone women 
helped to make it a Merry Christmas 


for the men in Korea 


Helping others to have a Merry 


Christmas is a tradition among tele- 


people. In recent vears there 


een an mcrea mber of 


r those in the 
group of telephone women 
d last Christma 
package te 
k. of the 


idopte 


ending 
man im 
Marines in 
orea. ‘They 
n remembrance of Cc 
] de\ 


company 
il Richard 


lliers, a gallant fellow-worker 


> Em 
Ma 


SESSIONS 


a 


CHRISTMAS AWAY FROM HOME 





Santa's suit was made by a South Korean who had never seen or heard of Santa Claus. 


South Koreans also took turns in drawing the jeep trailer. 


who was killed in action while serving 


with Company E 


You can imagine what happened 


when all those packages arrived. 


Phe bovs made quite an occasion 
of it. There was much scurrying 
around to get a Santa Claus suit. 
None was available but finally they 
found a South Korean who could sew 
and the job was completed after a lot 
of picture drawing and explaining. 
Vhen Santa was mounted on a jeep 
trailer and drawn along in state. 


\fter the packages were opened, a 
scroll of appreciation was signed by 


every member of the company and 
sent back to this country. More than 
two hundred of the men wrote letters 
of thanks. 

“Your kindness,” wrote their Cap- 
tain, “brought happiness to the hearts 
of a group of Marines, many of whom 
were spending their first Christmas 
away from home.” 

It all turned out so well that it was 
decided to do the same thing again 
this year. So hundreds of packages 
are again on their way across the seas 
to help make it a Merry Christmas in 


Korea. 


THIS IS JUST ONE OF MANY WAYS in which telephone people in many 


communities sav “Merry Cliristina 


Whether it’s dressing 


dolls for orphaned children, or contributing trees 


ind turkevs and baskets of food, telephone men and women are spurred by 


the desire to be helpful 


hrough all the vear the 


try to keep good will and 


Phe Voice With The Smile in telephone service 


BELL TELEPHONE SYSTEM 
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E. D. BULLARD COMPANY 
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Traffic Improvement Sought 
In General Motors Contest 


ge AWARDS totalling 
$194,000 have been offered 
by General Motors for the best 
ideas to get America’s highway 
and traflic system “out of the 
muddle.” 

The prizes are being posted by 
GM in a national essay contest, 
largest of its kind yet attempted, 
in an effort to stimulate “more 
nation-wide thinking, discussion 
and understanding of the facts of 
our current highway require- 
ments.” 

C. E. Wilson, president of Gen- 
eral Motors, announced the open- 
ing of the contest at a dinner held 
in Detroit November 10, attended 
by many of the nation’s leading 
highway authorities. 

Known as the General Motors 
Better Highway Awards, the com 
petition is open to any resident of 
the United States, except contest 
judges and their immediate fami- 
lies. 

One hundred sixiy-two national, 
regional and state prizes will be 
offered to winners, topped by a 
$25,000 first place national award. 
Second place national winner will 
receive $10,000; third place 


tionally, $5,000; and _ three 


» na 
> na 
tional honorable mentions will get 
$°3.000 each. 

In addition, General Motors will 
offer nine awards of $2,500 each 
for the best essays submitted from 
nine regional areas of the coun- 
try. 

First place winners in each of 
the 48 states plus the District of 
Columbia will receive $1,500 each. 
[wo honorable mention awards 
for each state and the District of 
Columbia will be $500 each, a 
total of 98 state honorable men- 
tions 
“How 
to Plan and Pay for the Safe and 
Adequate Roads We Need.” 


The contest which began offli- 


The essay subje ct will be 


cially Nevember 11, closes at mid 
night March | Awards will be 
announced as soon as possibl 
thereafter. 

Entry blanks may be obtained 
at any General Motors car or truck 


dealership or by writing to Gen- 


eral Motors Better Highways 
Awards, General Motors Building, 
Detroit 2, Mich. 

With each entry blank a pros- 
pective contestant will receive a 
Better Awards Fact 
Book. This not only contains con- 


Highways 


test rules but also outlines basic 
statistics and facts about the na- 
tion’s over-all highway problem. 

Mr. Wilson emphasized that 
essays will not be judged on 
literary merit. Awards will be 
based on the essay’s originality, 
sincerity and practical adapt- 
ability. 

While brevity is suggested, no 
limitation is placed on the length 
of the essay. Each contestant may 
submit any supporting data neces- 
sary to document his presentation 

graphs, charts, drawings, photo- 
graphs, estimates or other illus- 
trations. 

Essays will be judged by a con- 
test board. Five noted men in 
their respective fields have ac- 
cepted positions on this board. 
They are: 

Ned H. Dearborn, president of 
the National Safety Council; 
Thomas H. MacDonald, commis- 
sioner of the Bureau of Public 
Roads of the U.S. Department of 
Curtis W. McGraw, 
president and chairman of the 
board’ of the McGraw-Hill Pub- 
lishing Co.; Dr. Robert Sproul, 
president of the University of 
California; and B. D. Tallamy, 
superintendent of the New York 
State Department of Public Works 
and president of the American 
Association of State Highway Offi- 
cials. 

Mr. Wilson explained that the 
contest is designed to energize “a 
great national educational pro- 
gram.” 

“We hope it will get millions of 
our people thinking and asking 
questions about the current high- 
way problem,” he said. “And we 
hope it will help answer problems 


Commerce: 


of financing, planning and admin- 
istration that are involved.” 
He said he believed the 162 


To page 58 
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FOR WHATEVER YOU DO... 
theres a Douey 
SAFE-|*SHOE 


No. 8450 
Genuine olf tanned for comfort, looks and long wear. 


Dowuey SAFE-'T'-SHOE 


WO. 6900 


A handsome shoe of finest quality —_ - fos os 
ter style, comfort and safety \ 
L 


Sad 2 


The Dorsey Safe-T-Shoe 
SAFELY 
KEEPS YOUAON YOUR FEET 


A variety of styles are available, from expertly 
finished calfskin oxfords, to heavy duty horsehide 
work shoes — designed with full leather vamp 


TS 
~ 


and steel arch support to keep you comfortable 
for long hours of standing. . . . The properly 
selected sole for your type of floor hazard can be 
obtained from our stock. DACRON stitching, 
the new wonder thread that is resistant to acids 
and alkalies and with magical wearing quali- The CHAMPION 


ties, make Dorsey the best buy in safety shoes. te. 4548 
Genuine triple tanned horsehide, soft, pliable and rugged 


For rough industrial uses where 
a dress shoe does not belong, 

Dorsey goes all-out for Dowuey SAFE- I -SHOE 
comfort and long-wearing 

durability which comes with 


" a the use of the finest leather 
and workmanship 


THE MOST COMPLETE LINE OF 
INDUSTRIAL FOOTWEAR! WRITE 
TODAY FOR ILLUSTRATED FOLDER. 





DORSEY SAFE-T-SHOE COMPANY * CHATTANOOGA, TENNESSEE 
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The Safety Library 


Books, Pamphlets and Periodicals of Interest te Safety Men 





BOOKS AND PAMPHLETS 
Air Pollution 

Proceedings of the 

Technical ( 


Sponsored by the 


United States 
on Air Pollution. 
Interdepartmental 
Committee on Air Pollution, Louis ©. 
McCabe, chairman. Published by the 
McGraw-Hill Book Co., Inc., New York, 
1952. XIV, 847 pages, $12.50. 

The Bureau of Mines has been 
interested for many years in the 
problems of air pollution involved 
It was at the in- 
stance of the Bureau of Mines that 
this conference was called in May, 
1950 to draw together all of the 
interested agencies, both govern- 
ment and private. This text is the 
report of the ninety-seven papers 


onference 


in combustion. 


and the general discussions which 
were presented at the three-day 
conferenc € 

With 


densed into 808 pages it is obvious 


almost LOO papers con- 
that none of the individual papers 
The confer- 


ence was intended as a guide for 


are very exhaustive. 
people engaged in air pollution 
control the nature of 
things, cannot be specialists in all 


who, in 


and generally not in any of the 
numerous branches of physical 


and social sciences involved in 
their endeavors. 

The seven panels on Agriculture 
Analytical Methods, Equipment, 
Health, Instrumentation, Legisla- 
tion and Meteorology give a broad 
summary of the situation in each 
of these fields as of 1950. The 
editors and publishers have done 
an excellent job of eliminating the 
duplications which occur in sym- 
posia of this sort and have added 
a good index. 

It can 
general text and practical guide. 

F. A. Van Atta 


be recommended as a 


Aeronautics 

The Site, Frequency and Dan- 
gerousness of Injury Sustained by 
800 Survivors of Light Plane Ac. 
cidents. Crash Injury Research 
Published by Cornell University 


Medical College, 1300 York Ave., 
New York 21, N. Y. 
Atmospheric Pollution 

Air Pollution 
al. Bibliography 


ter 12. 


1952. 55p. 


{batement Manu 
Appendix Chap- 
Published by 
Associ 
ation, 246 Woodward Bldg., 15th 
& H Sts., N.W. Washington 5, 
D. C. 1952. 8p. 35e. 
Chemicals 
Cresol. 


Appendix, 
Manufacturing Chemists’ 


Published by Manutac- 
turing Chemists’ Association, 216 
Woodward Bidg., 15th & H Sts., 
N.W. Washington 5, D. C. 1952. 
l6p. 25¢ (Chemical Safety Data 
Sheet 5D-48). 
Chemicals 

Recommended Practice for Un- 
loading Sulfaric Acid or Mixed 
Nitric Suljaric Acids from 
Tank Cars. Revised. Published by 
Manufacturing Chemists’ Associ- 
ation, 246 Woodward Bldg., 15th 
& H Sts., N.W. Washington 5, 
D. C. 1952. 20c. (Manual 
Sheet TC-1). 
Mines 

Aspects of Coal-Mine V entila- 
tion. By Raymond Mancha. Pub- 


and 


Sp. 


lished by Joy Manufacturing Com- 
pany, Henry W. Bidg., 
Pittsburgh 22, Pa. bl p. 
$1.50. 

A Practical Method for Teach- 
ing Mine Workers and Officials 
Use of Gas-Detecting Equipment. 
By D. S. Kingery and F. D. Baker. 
Published by U. S. 
Mines. 1952. Available from 
The Publications Distri- 
bution Section, 4800 Forbes St., 
Pittsburgh 13, Pa. Infor- 
mation Circular 7639). 

Ventilating Practices that 


Oliver 


1952. 


Bureau of 
Op. 
Bureau, 


I ree, 


Vini- 
mize Explosion Hazards in Bitu- 


By M. J. An- 


minous-Coal Mines. 


keny and others. Published by 


U. S. Bureau of Mines, 
Available from 


lication Distribution Section, 4800 
Pittsburgh 13, Pa. 


Op. 1952. 


The Bureau, Pub- 


Forbes St., 


Free. (Information Circular 
7648). 
Petroleum Industry 

Review of Fatal Injuries in the 
Petroleum Industry for 1951. Pub- 
lished by American Petroleum 
Institute, 50 West 50th St., New 


York 20, N. Y. 15p. 1952. 


MAGAZINE ARTICLES 

Atmospheric Pollution 

fir Pollution by Hydrogen Sul- 
fide in Poza Rica, Mexico. By 
Louis C. McCabe and George D. 
AMA Archives of In- 
dustrial Hygiene and Occupational 
Medicine. Sept. 1952. p. 199. 

Rapid Analytical Methods for 
fir-Pollution Surveys. By R. G. 
Keenan and D. H. Byers. AMA 
Archives of Industrial Hygiene 
and Occupational Medicine. Sept. 
1952. p. 220. 
Eyes 

Eye Health Evaluation and 
Maintenance. By Arthur K. Peter- 
son, AMA Archives of Industrial 


Hygiene and Occupational Medi- 


Free. 


Clayton. 


cine. Sept. 1952. p. 248. 
Eye Health Evaluation 
Maintenance. By A. D. 
AMA Archives of 
trial Hygiene and Occupational 
Medicine, Sept. 1952. p. 243. 


and 
Ruede- 


mann. Indus- 


Electricity 
Safety 
Portable Equipment. 


{spects of Grounding 
By H. B. 
Whitaker. Electrical Engineering. 
Oct. 1952. p. 897. 
Fire Protection 

Why Gamble With Fire. By 
Chester I. Babcock. Factory Man- 
Oct. 


and Maintenance. 


126. 


agement 
952. p. 
Health 

{ Survey of industrial Medi- 
cal Practices in the Greater Phila- 
delphia Area. By R. Ralph Bresler. 
Industrial Medicine and Surgery. 
Oct. 1952. p. 461. 
Mines 

Inverted Trolley Promotes Safe- 
ty. Coal Age. Oct. 1952. p. 86. 
Off-The-Job-Safety 

Is Of -The-Job Safety Any of 
Your Business? Factory Manage- 
ment and Maintenance. Oct. 1952. 
p- 146. 

Off-The-Job Accidents Cost $3 


Billion a Year. By Arthur S. John- 
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“RUBBERHIDE?’”’ 
Scyely \NNERSOLES 


FOR RUBBER WORK 
SHOES AND BOOTS ee 


‘RUBBERHIDE" Safety Innersoles provide low-cost, af tea 
maximum protection against foot injuries due to punc- , a 
tures by nails or other sharp-pointed underfoot ob- 

jects. They make rubber shoes and boots more thor- 

oughly punctureproof than the heaviest leather soles, NAILS CAN’T GET THROUGH... 


even when jumped on! This protection means 


and will last longer than the shoes and boots them- actual SAVINGS . . . eliminates lost time because 
| of foot injuries . . . contributes to lower compen- 
selves. sation insurance rates. 


TOP-QUALITY SOLE LEATHER.... 
—_. ONE-PIECE, FLEXIBLE SPRING 5TEEL 


SHEET OF RUBBERIZED CANVAS... 


Foot Contoured — Flexible — Light Weight 





Each “Rubberhide" Safety Innersole consists of 
a solid sheet of high-tensile spring steel between 
a layer of top-grade sole leather and a sheet of 
rubber-impregnated canvas . . . the three insepa- DATE 

rably bonded together. Made and stocked in all ff flesse ship following “RUBBERHIDE" Safety Ignerscles, at 
Rubber Boot and Rubber Work Shoe sizes. ek napiings ek 


Safeguard your employees with "RUBBERHIDE" 
Safety Innerscles. $2.25 per pair, prepaid. Mail 
the coupon today! 


RUBBERHIDE COMPANY, INC. 
700 Whitehead Rd., Trenton 4, N. J. 


(Give Number of Pairs of Each Size Wanted) 
Company 


Distributor Inquiries Invited eae 


RUBBERHIDE COMPANY, INC. ne [] Check aoe Sees Cc. O. D. 


[) Charge 
700 WHITEHEAD ROAD, TRENTON 4, N. J. 
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WITH AN 
ACCO Registered Sling Chain 


@ ACCO Registered Sling Chains are engineered to the 
job. The rings, the links, the hooks—all parts are built 
and tested together as a complete unit. 


Look at the rugged design of the unretouched hook in 
the photo above. See the good grip it has on the tough yet 
light-in-weight, easy-to-handle Endweldur chain. Think 
of the lifting safety and efficiency you would get from 
ACCO Registered Sling Chains in your own shop. 

Your American Chain distributor will 
give you facts and specifications on 
ACCO Registered Sling Chains. Call 
him today or write us for DH-314 
ACCO Registered Sling Chain Catalog. 


o 
American 
AMERICAN CHAIN DIVISION Ch . 
AMERICAN CHAIN & CABLE ain 
Pa.. Atlanta, Chicago, Denver, Detroit, Los Angele 


New York, Philadelphia, Pittsburgh, Portland 
San Francisco, Bridgeport, Conn 


son. American Machinist, Oct. 13, 
1952. p. 148. 

Off-The-Job Safety. What About 
Off-The-lob Safety? By Arthur S. 
Johnson. Textile World. Oct. 
1952. p. 92. 

Radiation 

Possible Industrial Hazards in 
the Use of Microwave Radiation. 
By H. M. Hines and J. E. Randall. 
Electrical Engineering. Oct. 1952. 
p. 879. 

Railroads 

Skin Hazards in Railroad 
Roundhouses and Machine Shops. 
By Louis Schwartz. Industrial 
Vedicine and Surgery. Oct. 1952. 
p. 482. 

Rubber Industry 

Studies on the Toxicity and Skin 
Effects of Compounds Used in the 
Rubber and Plastic Industries. By 
I. S. Mallette and E. Von Haam. 
AMA Archives of Industrial Hy- 
giene and Occupational Medicine. 


92 


Sept. 1952. p. 231. 


General Motors Contest 


From page 54 


prizes “are substantial enough to 
attract a tremendous number of 
entries—to make it worth while for 
a tremendous number of people to 
study the facts of the highway 
problem and to think of the facts 
in terms of their own and the 
public interest.” 

He added that General Motors 
expects “no panaceas, no instant 
remedies” to cure the nation’s 
highway ills. 

“It’s going to take time and 
effort and persistence,” he de- 
clared. “It will take a lot of money 
to get us out of this muddle, but 
it will cost us more to stay in.” 

Mr. Wilson summarized our cur- 
rent problem as follows: 

Our population has outgrown 
our highway system. 

When we were building our 
highway system during the ’twen- 
ties, no one dreamed people would 
want and need the 53 million 
motor vehicles we now have. 

When we were laying out the 
three and one third million miles 
of our highway system no one 
dreamed that we would need to 
drive our cars and trucks more 
than a billion miles every day. 

During and since World War 
Il, few realized what would result 
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from putting off highway improve- 
ment in the interest of all-out na- 
tional defense. 

“This all happened,” Mr. Wil 
son said, “because we didn’t dream 
big enough.” 

He pointed out that our popu- 
lation will continue to increase for 
many years to come and _ that 
means the need for motor vehicles 
will continue to increase. 

“Instead of the 53 million cars 
and trucks of today, our people 
will need and want as many as 80 
million cars and trucks 25 years 


from now.” he said. 


Noise Abatement Council 
Elects Officers 

Wituis L. MAnninc, research 
pioneer in the field of sound con- 
trol, has been elected president 
of the National Noise Abatement 
Council, it was announced here 
today. Mr. Manning, who is presi- 
dent of Burgess-Manning Com- 
pany, Libertyville, Ill., was asso- 
ciated for many years with the 
late Dr. C. F. Burgess in the dis- 
covery and development of early 
sound absorbing materials. 

Mr. Manning has been active in 
the affairs of the Noise Abatement 
Council since its inception in 1940, 
He is a member of the Chicago 
Engineers Club, the Western So- 
ciety of Engineers, the Chemists 
Club of New York, the Illinois 
Committee of the Chicago Asso- 
ciation of Commerce and Industry, 
American Institute of Physics and 
Acoustical Society of America. 

The Council conducts a nation- 
wide educational campaign aimed 
at reducing excessive noise in 
streets, factories, offices and homes 
and plans to extend this effort dur- 
ing the coming year. 

Other officers named were Carl 
W. Lemmerman, Hartford, Conn., 
vice president, and Wallace Water- 
fall, New York, secretary-treasurer. 
Directors named were F. P. 
Hutchinson, Chicago, George I. 
Smith, Chicago, and Paul Wash- 


burn, New York. 


The way to get ahead is to start 
now. If you start now, you will 
know a lot next year that you 
don’t know now and _ that you 
would not have known next year 
if you had waited. 

William Feather 
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[Acc 


product 


featuring 
DvALOC* 


Can YOU Do This? 


@ Do your slings give maximum safety in handling the 101 
odd loads that your crane moves daily? A combination of 
ACCO Registered Wire Rope Slings, as shown above, can be 
used safely because all fittings and attachments have full 
rope strength. 

The DUALOc Ending produces the strongest wire rope 
sling made. Two collars insure uniform strength from sling 
to sling. Actual strength certified by warranty certificate. 
Preformed improved plow steel Green Strand wire rope with 
steel core assures maximum resistance to kinking. 

Popular sizes in stock for immedi- 


ate delivery. 
*Trade Mark Registered 


Registered 
Wire Rope. 


AMERICAN CHAIN & CABLE — Slings 


WIRE ROPE SLING DEPARTMENT 


| Wilkes-Barre, Pa., Chicago, Denver, Houston, Los Angeles 
New York, Odessa, Tex., Philadelphia, Pittsburgh. 
San Francisco, Bridgeport, Conn 











FOR DISTINGUISHED SERVICE 


National Safety Council Awards for Outstanding Records 








TP.HREE types of awards for 
outstanding performances in 
industrial accident prevention are 
provided for in the ‘‘Plan for 
Recognizing Good Industrial 
Safety Records” adopted in Janu- 
ary, 1952, by the Industrial Con- 
ference and the Board of Directors 
of the National Safety Council. 
The three types of awards are: 
1. The Awarp or Honor, the 
highest award, replaces the Dis- 
tinguished Service to Safety 
Award. It goes to industrial estab- 
lishments whose experience meets 
rigorous statistical standards, even 
though it may not be injury-free. 
It also goes to those which com- 
plete 3,000,000 manhours without 
a disabling injury. 

2. The Awarp OF Merit has 
similar but less exacting require- 
ments. The standards for non- 
perfect records are somewhat 
lower, and the minimum number 
of injury-free manhours needed to 
qualify is 1,000,000. 

3. The CERTIFICATE OF Com- 
MENDATION is given only for no- 
injury records covering a period 
entire calendar 


of one or more 


years and involving exposure of 
200,000 to 1,000,000 manhours. 

For qualifying calendar-year ex- 
perience, all three types of awards 
are made automatically on the 
basis of annual reports submitted 
to the Council by members. The 
Award of Honor and the Award 
of Merit 
special application in two types of 


may also be made on 
cases: 

1. Where a qualifying total of 
injury-free manhours is accumu- 
lated in some period other than a 
calendar year. 

2. Where a current period of 
two or more years is to be used 
in evaluating injury rate improve- 
ment. 

Publication of 
this plan succeeds “The Honor 
Roll” department formerly pub- 
lished in the NATIONAL SAFETY 
News. The foregoing is but a 
synopsis of the award plan. For 


awards under 


a more complete and precise 
statement of eligibility 
ments, should refer to 
the plan itself. Details may be ob- 
tained by writing to Statistics Di- 
National Safety 


require- 


members 


vision, Council 





AWARDS OF HONOR 


Brown-Forman Distillers Corp., Blue 
Division. 

Electric 
Baltimore, 


Grass Cooperage 
Light & 
Balti 


Consolidated Gas, 
Power Company of 
more, Md Entire company) 

Pacific Mills Worsted Division, Law 
rence, Mass., Division. 

United States Rubber Co., 
tuck Chemical Plant 

The Visking Corp., 
Clearing Division 


AWARDS OF MERIT 
Lake 


Nauga 


Chicago, IIL., 


Continental Oil Co., Charles 
Refinery 
Fraser Company, Ltd., 
N. B., Mill 
The Harshaw 
Plant. 


Edmundston 


Elyria 


— 
Chemical Co., 


Heintz Manufacturing Co., Philadel 
phia, Pa., Main Plant 
International Latex Cory 
(Entire company) 
Interstate Oil P 
Pipe Line Cory 
Northern Indiana Publi 
Company (Entire 
Shell Development Company, Emery 
ville, Calif. (Entire comy 
Shell Oil Co. of Canada, Ltd 
real East Refinery 
Sun Oil 


company) 


any) 
Mont 
Company, Drilling Opera 
tions. 

Valley Authority 

Plant Mining Operations 


Tennessee 


Authority, Shawnee 
Division of Construction 
Associated Oil Co 
leum Exploration Department 


Tennessee Valley 
Steam Plant 


Tidewater Petro 


Washington Gas Light Co., 
ton, D. C. 


Washing 


(Entire « ompany). 


CERTIFICATES OF 
COMMENDATION 
Gar Wood Industries, Inc., Richmond, 
Calif., Division 
The Globe Oil and Refining Com- 
pany, Wholesale Marketing 
\. O. Smith Corporation, Milwaukee, 
Wis., Toledo Landing Gear Division. 
lrinidad Leaseholds, Ltd., Points-a- 
Pierre, Trinidad, B.W.I., Oil Pipeline 


Operations. 


Resign from 
President’s Conference 


CLINTON S. GOLDEN and Lewis 
E. MacBrayne have resigned as 
members of the Coordinating 
Committee of the President’s Con- 
ference on Industrial Safety. Both 
have had long associations with 
the Department of Labor’s safety 
activities. 

Mr. Golden was a member of 
the National Committee for the 
Conservation of Manpower in 
War Industries during World War 
Il, in his capacity as vice president 
of the CIO Steelworkers. Since his 
resignation from that position in 
1946, he has been on the faculty 
of Harvard University, and has 
served as adviser and consultant 
to the Federal Government pri- 
marily in foreign economic and 
labor affairs. 

Mr. MacBrayne, former execu- 
tive vice-president of the Massa- 
chusetts Safety Council, has been 
a member of the Bureau of Labor 
Standard’s Safety Advisory Com- 
mittee since that committee’s in- 
ception in the mid-thirties. He 
served as regional NCCMPWI di- 
rector for New England during 
World War II, and has been active 
in the President’s Conference since 
its formation. 
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HERE’S AN 


EMPLOYEE 
RELATIONS 
PROGRAM 


WHICH MAKES MONEY FOR YOU —AND YOUR EMPLOYEES 


You can prove to employees that management has a sincere interest in their 
personal welfare—through a program that permits them greater earnings, 
better opportunities for advancement, greater working comfort and safety, 
less fatigue. And you can prove its value to your company—in specific 
dollars-and-cents terms. 


“EYES RIGHT FOR THE JOB” MEANS BETTER WORKING EFFICIENCY 


The program is the Bausch & Lomb Occupational Vision Service. It is a 
scientific method, based on findings of a continuing study at the Occupa- 
tional Research Center of Purdue University, for correlating visual skills 
to job requirements. Now in its eleventh year, it is successfully operating 
in hundreds of plants, reducing costs and improving employee morale. 


A PROVED METHOD TO HELP YOUR PLANT MAKE MONEY 9 WAYS 


The Bausch & Lomb Occupativnal Vision Service is available to you. It is 
easy to administer. Employee participation is voluntary . .. and workers 
like the program. Benefits which accrue in plants using O.V.S. (benefits 
which can accrue in your plant, too) include: 


1. Improved quality of production 5. Reduced labor turnover 
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2. 
3. 


4. 


Increased production per worker 


Reduced waste of materials 
and work rejects 


Improved accident record 


. Lowered training cost 

. More effective placement 

. Reduced absenteeism 

. Improved employee relations 


Bausch & Lomb Optical Co., 95012 Smith St., Rochester 2, N. Y. 


Please send me the brochure “Eyes Right for the Job,” and complete details on 
the Bausch & Lomb Occupational Vision Service. 


l 
I 
I 
! 
e) 
— 





High Voltage Barriers for 
Buss Bar Connectors 


Six buss bars, encased in acrylic voltage barriers, are held to spring contact clips in 
these airport lighting sectionalizing boxes. A potential of 4160 volts is sent through 


each bar 


With the bars surrounded with the dielectric plastic, arcing or flashover 


between adjacent bars is prevented 


ONE OF THE HAZARDS encoun- 
tered by airport maintenance men, 
whose duties include inspection 
repair of the 
runway lighting system, has been 


and high-voltage 


exposure to current as they check 
for malfunction in the lines. 
Acrylic 


commonly 


plastic sheet, a material 


accepted for making 


curved transparent enclosures, 
back-lighted signs, shatter resist- 
ant glazing and decorative display 
found to 
include the properties that protect 
In addition 
to the properties of transparency, 


formability. 


equipment, has been 


against this danger. 


weather resistance 
it has excellent 


dielectric properties. 


and light weight 


The plastic is used as a high- 


voltage barrier in sectionalizing 
boxes of airport approach lighting 
These 
replace splices in the power cable 


where, CAA, 


failures occur. It is 


systems. boxes serve to 

according to the 
cable 
believed that the use of these sec- 
tionalizing will not 
number of lighting 
failures, but will permit a more 
convenient and quicker means of 


most 


boxe Ss only 


reduce the 


isolating break-downs. 


Iwo acrylic with 


holes drilled 


cemented inside the shell at equal 


partitions 


in their centers are 


distances from each end, and are 
fitted with set screws to clamp 
the buss bar in position inside the 
shell. With the ends of the buss 
bar held firmly in the holes of 
these partitions by the set 
and the 

shielded 


assembly. An 


two 
screws, the bar cover 


together make a con- 


nector acrylic ex 
tension that serves as a handle is 
cemented to the top ot the cover: 
and the bottom of the 


open to permit the contact clips 


cover is 


in the sectionalizing box to reach 
and clamp around the copper bar. 
Thus, the bar is always sur- 
material and 
installed 


removed from the sectionalizing 


rounded by barrier 


can be either into or 


box without exposing personnel 
to the field of the high voltage. 

In selecting Plexiglas, an acrylic 
Rohm & Haas 
Philadelphia, for 
these shields, several of its qual 


plastic made by 
Company of 
ities were considered 
Dielectric 
terial 


important. 


properties of the ma- 


were favorably demon- 


strated in an attempted destruc- 


tion test, where several buss bar 
covers were subjected to 100,000 
volts of electricity. They with- 
stood the test without evident 
change in condition. Low mois- 
ture absorption is also a definite 


advantage. Where these approach 


light sectionalizing boxes are in- 


stalled on airports that are near 
large bodies of water, the heavily 
moisture-laden does 
not seriously deteriorate the dielec- 
tric value of the buss bar covers. 
Since the plastic is 
resistant, it is not affected by the 


chemical fumes found in the air 


atmosphere 


corrosion- 


at many airports located in indus- 


trial areas. Similarly, salt laden 


atmosphere around coastal air- 
ports has no perceptible effect on 
electrical or physical qualities of 
the material. 

voltage 


Having a transparent 


barrier on the buss bars means 
that in checking the lighting sys- 
main- 


tem of his airport, the 


tenance tec hnician can make a 
visual inspection of the connec- 
tions at the sectionalizing boxes 
without danger of being exposed 
to the high voltage in the line. 
Safety regulations, established for 
lighting 
that 


power supply to the system must 


the conduct of airport 


maintenance, now require 
be completely de-energized before 
any work is done. The advantages 
of keeping the supply 
turned on while checking a light- 
ing system for failure at night 
considering the 


power 


are obvious, 
safety of landing aircraft, and the 
increased speed with which the 
failure can be found. 

Ease of fabrication was a major 
factor in selecting acrylic plastic 
for these shields. Since the ma- 
terial can be readily heat-formed 
and solvent cemented, elaborate 
and expensive molds or dies are 
not necessary. 

The buss bar covers are being 
manufactured by the Jacksonville 
Metal and Plastics Company of 
Jacksonville, Fla., for the Civil 
Aeronautics Administration which 
has contracted with contractors 
across the nation to install these 
airport 


sectionalizing boxes in 


lighting systems. 
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Curved, natural - fit 
fingers 


Also available as 
Liquid -proot PV-98, 12’ gauntlet 


Seamless working surfaces for safety 
for longer wear 


These Hood gloves with fully curved fingers — by Hood's “on-the,job” testing. 

give greater comfort, plus maximum resis- Hood makes a complete line of industrial 
tance to abrasion and wear. Made from a rubber and plastic gloves that will help keep 
new, scientifically compounded formula your safety standards high. Write today for 
which results in a perfectly fused film, these our new illustrated catalog featuring the 
new gloves have a uniform coating with no Hood Glove Guide, which shows you “how 
weak spots. Both benefits have been proved to choose the RIGHT Glove for EACH job”. 


HOOD RUBBER CO., Watertown, Mass. 





ORTHOPEDIC FIRST AID EQUIPMENT FOR INDUSTRY. 
We make specialized equipment for industrial first aid. First Aid unit No. a 
shown at left is typical. Constracted largely of non-< ritical materials, for civilian 
use. Inexpensive but sturdy 


nit No. 1500 consists of: Pneumatic Tourniquet, Litter, Thomas Arm Splint (Rubber covered), 
as Leg Splint—Half Rir e (Rubber covered), Heel Rest. Ankle Hite h, Wrist Hitch, Leg Sling, 


Carrying Case 


ORTHOPEDIC CRUTCHES SPEED POST-OPERATIVE RECOVERY. , 
O.E.C. Crutches prevet irmpit. distress—give patient complete comfort 


Completely adjustable. Write for information. 


Onthepedic, EQIP 
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Report on a Safe Job 
(From page 21) 


handrail on both upstream and 
downstream sides of each lock 
gate. Handrailing was used exten- 
sively throughout all work areas in 
walkways, scaffolding, and tops of 
completed concrete structures. 
Stairways were provided to elim- 
inate use of long ladders and pro- 
vide easier access to excavated 
areas. Concrete finishing was fa- 
cilitated by specially-built scaffold 
railing- 


Railed 


towers with several 


enclosed working levels. 


scaffolding was placed on all forms 
possible above the first lift. 


With these, and similar precau- 
tions against falls from one level 
to another, only 11% per cent of 
the injuries reported were caused 
by falls. None of these was dis- 
abling, all being in the nature of a 
slip from a short ladder, a slip 
from the wales of a first lift form, 
etc. 

Housekeeping was by far the 
most difficult physical condition to 
control due to extremely limited 
work and storage areas. Efforts to 
control this consisted 
largely of a continual round of 


condition 


Minor injuries were treated in a well- 

equipped first aid room. Emphasis on 

prompt reporting and treatment of minor 

practically banished infections 
from the job. 


injuries 


Spiiia re otey 


cleaning-up, keeping aisleways to 
work areas open and removal of 
scrap lumber by skip pan to dis- 
posal areas where it could be 
burned. 


It was necessary to transport all 
heavier materials, wooden panel 
forms and the like, to the work 
site by barges. Such items were 
handled by electric whirler crane. 
Considerable manual handling of 
smaller materials was made neces- 
sary by the isolated location of the 
work site. Minor injuries from 
this source were kept within nor- 
mal bounds by the use of personal 
protective equipment, such as 
gloves, and by providing cradles 
for handling of oxygen cylinders 
and similar equipment. 

Hard hats were mandatory on 
this project. Employees were re- 
quired to check out hats from the 
supply room before starting work 
for the first time. Life jackets 
were also required for all persons 
working on, near, or over water, 
including those working within the 
cargo boxes of barges. Other items 
provided were goggles, face 
shields, safety belts, toe guards, 
etc. Safety toe boots and rain 
clothing were also available. Ar- 
rangements were made for on-the- 
job purchase of safety shoes. 


At the beginning of the job, as 
soon as construction of the tem- 
porary buildings started, arrange- 
ments were made for temporary 
fire protection. Several 11% inch 
hose lines were connected to exist- 
ing facilities at the lock, and ex- 
tinguishers were placed among 
the buildings. A 4 inch water 
line was connected to the 
municipal water system and per- 
manent 2 inch fire lines and hoses 
were installed. All whirlers, der- 
rick boats, dinkeys, trucks, and 
other moving equipment 
furnished with at least one dry 


were 


chemical extinguisher. During the 
job, only three fires occurred, all 
of which were readily controlled 
with the equipment at hand, and 


Safety hats were worn by all personnel. 

Hats were checked out of the supply room 

to employees as they began work on the 
job for the first time 


none of which resulted in a loss 
of more than a few dollars. 

A first aid room was maintained 
with necessary supplies for the 
treatment of minor injuries. In 
addition, splints, stretchers, burn 
preparations and an inhalator 
were provided for more serious 
possibilities. A X-ray 
machine was available for diag- 
nosis of possible fractures. A first 
aid attendant was on duty during 
the day shift and on call for the 
second and third shifts. Arrange- 
ments were made for the services 
of a local physician on a 24-hour 
call basis. Physical examinations 


portable 


were given to all personnel. 
of foremen to 
their for safety 
was undertaken by a series of din- 
ner meetings during the first year 
of the job. These meetings, at- 
tended by all supervisory person- 
nel, were broken down as follows: 
1. Keeping Out of the Red. 
This meeting consisted of an intro- 


duction to the safety problem, pointing 
included 


Indoctrination 
responsibilities 


out what was involved, and 
discussion on first aid and accident re- 
porting. 
2. Horsepower and Horsesense. 
Machinery accidents, their cause and 
cure, 
3. Men 
Physical hazards and human failures. 
4. Fire Prevention and Good House- 
keeping. 


Monkeys or Elephants? 


—To page 114 
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black cats? 


This morning a black cat crossed Mr. Bixby’s path. 


All day he waited for something nasty to happen. He 
wasn’t disappointed. This afternoon he took a bad spill 
on the highly waxed floor of his office. 


The building's Maintenance Executive moved quickly 
to prevent future mishaps of this nature. Faced with 
the decision between calling the cat-catcher or a LEGGE 
Safety Engineer, he wisely chose the latter. 


Black cats aside, your local Lecce Safety Engineer 
can tell you the real reason behind slip-accidents. 


Daily traffic grinds dirt and grime into floors. A 
coating of wax protects them. Once buffed and walked 
on, the wax gets slippery as a skating rink. 


This adv. is one of a series 
based upon pet supersti- 
tions. If you'd like a re- 
print for your files, just 
fill out and mail the 
coupon, 


Oo 


LEG 
> TO STAND ON 
> 


of Safety Floor 
Maintenance 
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Lecce Safety Polishes protect floors with an attractive 
lustre and a slip-resistance that /asts—in spite of buffing 
and walking feet. 

Your Lecce Safety Engineer doesn’t just sell you a 
product in a can. He examines your floors thoroughly 
before prescribing suitable materials. Then he maps out 
a daily upkeep program for your crews. He saves you 
important money in labor and materials while eliminat- 
ing the threat of slip-accidents. 


Note: Lecce safeguards both the superstitious and 
non-superstitious. Clip the coupon for details. Walter 
G. Legge Company, Inc., 101 Park Ave., New York 
17, N. Y. Branch offices in principal cities. In Toronto— 
J. W. Turner Co. 


Walter G. Legge Company, Inc. N-I2 

101 Park Ave., New York 17, N. Y. 

(_] Please send a reprint of this advertisement. 

(-] Send me your FREE booklet, “Mr. Higby Learned about 
Floor Safety’’. 

([] Have a legge Safety Engineer phone me for an appoint- 
ment 


Nome 





Firm__ 





Street 





a State_ 








Beam It at the Individual 
By H. V. GARDNER 





“A CRACKER JACK SAFETY RECORD” 
175 Oays (2 million man hours) With No Lost Time Accidents 


Work Safely to Increase This Record! 
a 
“Sotety Is Sweet’ 


SS 


LETS MAKE SEPTEMBER 
WO ACCIDENT MONTH 
DO YOUR PART BY BEING SAFETY CONSCIOUS 


eo 


Ww EVERY Day 


Some of the material used in the O 


“SAFETY IS SWEET” 


No-Lost-Time Accident 
Storts Sunday, Jonuery 18 


Contes! 


"Wie Sweets for Setety 


OUT OF 49 ALTON 

\ ONIZERS wees msueED 

| DUBIN 1047 
= > 

L $4 OOnT BEA 

+ Ory 

an 58 








but it gets attention 
cracker-jack 


N THE PAST ten years we've 
able to level off some 
sharp peaks on our accident chart 
at Owens-Illinois Glass Company 
and we feel that a large part of 
that success is due to planning with 
the employee’s role in mind. 


been 


A company can set up an organ- 
ization, provide safety glasses, res- 
pirators, machine guards, and all 
the other 


devices rec ommended, 


H. V. (Rep) Garpner is Safety Di- 
rector, Owens-Illinois Glass Company, 
Toledo, Ohio, and Program Chairman, 
Glass ar Cerar Se National 

ufety € 


campaign. A penny won't buy much 


Small cards were attached to give-aways, such as candy and 
Personalized messages (bottom) also win employee support 


but in the final analysis it is the 
initiative sparking from plant peo- 
toward 


ple that goes a long way 


that last mile in preventing acci- 
dents. 

At the outset, your particular 
safety problem may seem overpow- 
ering but one good approach is: 
“What's the Big Idea?” Is it a 
campaign to assure safety in the 
plant? Is it an attempt to extend 
the safety into the 
Your program begins to 
How 


employees to partic ipate? 


idea home? 


assume 
direction. can you get the 
Today Owens-Illinois has a rec- 


ord 62 per cent better than the 


all-industry average and twice as 
good as the glass industry aver- 
age. In the last ten years the com- 
pany has steadily lowered its acci- 
dent frequency rate from 5.1 to 
1.29 despite an increasing payroll, 
rising production and a high war- 
time turnover. 

So far this year only a third of 
a day per thousand days worked 
has been lost and only 314 disa- 
bling injuries per million man 
hours of exposure has occurred in 
our 31 manufacturing units. 

Here are some of the ideas be- 
hind safety campaigns that won 
enthusiastic employee support. The 
communication were 
plant newspapers, bulletin boards, 
personalized letters, cards and 
Burma-Shave-type posters. You'll 
want to vary the method of trans- 


means of 


mitting your message so that suc- 
cessive campaigns do not have a 
sameness, 

Suspense is an important ele- 
ment in holding and building up 
interest. In several of our recent 
plant safety campaigns the first 
indication to reach employees has 
been the appearance of mystery 
words, pictures, or phrases on bill- 
beards or bulletin boards. A huge 
question mark with the suggestion 
“Watch This Space” or a picture 
Ve ith a missing caption to be added 
several days later are two devices 
for getting your campaign talked 
about. After the initial teaser, of 
course, comes the campaign’s cen- 
tral theme. 

limely, popular developments in 
everyday life may be made to 
work for safety, as one did in a 
plant where the song hit “Wheel 
of Fortune” was adopted as a 
theme. A large wheel of fortune 
was erected in the plant yard and 
its pointer was revolved each day 
from early morning until noon. 
The number on which it stopped 
indicated the first digit of a time 
card number. Each day thereafter 
for four days the selected num- 
bers were posted beside the wheel. 
On the fourth day the person 


whose complete time card number 


had been selected was awarded one 
the winner’s 
To page 90 


of many prizes. If 
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One-piece snap-in lens is extra large, 
affords wide field of vision, is formed 
to 6.00D curve. All-acetate frame is 
non-sporking. 


BAL-spec All-Acetate Eye Shield 


BAL-spec is especially suitable for supervisory personnel and plant visitors, 
and others who pass in and out of hazardous areas. Each BAL-spec Eye Shield 
is individually sealed in cellophane, may be repacked and sealed for re-use in 
polyethylene bags available from Bausch & Lomb. BAL-spec meets all U.S. 
Ful-Vue temples provide unrestricted Bureau of Standards tests for impact-resistance, of course. 

side vision, choice of flexible riding 
bow, or spatula which ore especially 
liked by women becouse they don't 
muss hairdo. 











BAL-guard's unique 
2-way ventilation in- 





sures a minimum of 
fogging. Roll-moided rims for extra 
comfort, extra structural support. 





BAL-guard All-Acetate Eye Shield 


Here is side and frontal protection without restriction to field of vision. BAL- 
guard is molded to fit any average face comfortably. It may be worn over regular 
glasses, or corrective safety glasses. BAL-guard meets all U.S. Bureau of Stand- Crystal-cleor snap-in 


lens is replaced in sec- 

onds. Lens areo fits or- 

bital cavity, is ideally shaped for 
full visual comfort. 


BAUSCHZ6 LOMB “7 WRITE TODAY fo cng 


ifications and prices on these two 


great acetate eye shields. Bausch & 
Lomb Optical Co., 90312 Smith 
St., Rochester 2, New York. 
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ards requirements for protection against impact, guards against dust or splash. 
Frame available in 2 shapes—wide and narrow—in clear, transparent green or 
opaque brown. Snap-in lens in clear or transparent green. 























Personals 








Weiser Heads ASSE 


C. H. Werser, plant personnel 
supervisor, Southwestern Bell Tel- 
ephone Company, Topeka, Kans., 
was elected president of the Amer- 
ican Society of Safety Engineers 
at the annual meeting of the 
Association held October 21 in 
connection with the 40th National 
Safety Congress in Chicago. 


Ss i. B eiser 


Other oflicers elected were: 

First Vice-President—W. F. 
Brown, safety director, Consoli- 
dated Edison Company of New 
York. 

Second Vice-President—W. N. 
Cox, Jr., head, Department of 
Safety Engineering, Georgia In- 
stitute of Technology, Atlanta. 

Secretary—J. B. Johnson, act- 
ing secretary, American Society of 
Safety Engineers, Chicago. 

Treasurer—J. L. Ridinger, 
safety director, Inland Steel Com- 
pany, Chicago. 

Members-at-Large elected for a 
three year term ending 1955 were: 

I. C. Yates, safety director, Ala- 
bama Drydock and Shipbuilding 
Company, Mobile, Ala. 

Fred Claiborne, safety assistant, 
Stanolind Oil & Gas Company, 


Tulsa, Okla. 


Karl Schulze, safety engineer, 
Standard Oil Company of Cali- 
fornia, San Francisco. 

Gerard O. Griffin, safety direc- 
tor, Dravo Corp., Pittsburgh, was 
elected member-at-large to fill a 
vacancy, term ending 1954. 


J. 1. Banash Awarded 
ASSE Life Membership 


James I. Banasn, a former 
president of the National Safety 
Council, was recently awarded a 
life membership in the American 
Society of Safety Engineers. The 
presentation was made at the West- 
ern Safety Conference by Charles 
F. Alexander, manager of the In- 
dustrial Department, National 
Safety Council. 

Mr. Banash, who retired recent- 
ly from active professional life, 
has had a long and varied career 
as a consulting engineer for a 
number of industrial interests. He 
is an international authority on 
compressed gases and in 1950 was 
awarded the James Turner More- 
head Medal by the International 
Acetylene Association for his con- 
tributions to acetylene industry 
safety. 

Mr. Banash is a graduate of 
Massachusetts Institute of Tech- 
nology with a degree in electro- 
chemistry. His home is now in 
California. 





WANTED 


Safety Engineer with 
utility experi for 
Safety Council staff—foreign as- 
signment 

The work inspection of 
facilities and training of personnel 
at points located all over the 
world. 


electrical 
Neti i 





involves 


Applicant must be familiar with 
accident prevention work involving 
i i and high 





9g g Tor 
voltage. 

Write or phone Chas. F. Alexander, 
Manager, Industrial Department, 
National Safety Council, 425 North 
Michigan Avenue, Chicago 11 
Phone WHitehall 4-4800. 











Dr. RayMonp H. HaARTIGAN has 
been appointed assistant director 
of research on the executive staff 
of Mellon Institute, Pittsburgh 

Dr. Hartigan, who was born in 
Rensselaer, N. Y., in 1915, re- 
ceived his professional education 
at Rensselaer Polytechnic Insti- 
tute, which awarded him the de- 
grees of B.S., M.S., and Ph.D., 
in 1937, 1939 and 1941, respec- 
tively. In 1941 he joined Mellon 
Institute as a Fellow on one of the 
research programs sustained by 
Koppers Company, Inc., and six 
years later a Senior 
Fellow. 

In his investigational work he 
contributed significantly to the 
development of the hydrogen cya- 
nide-hydrogen sulfide recovery 
process now in operation by Kop- 
pers Company, Inc., at Kearny, 
N. J. In 1950 he was appointed to 
the post of manager of the labora- 
tory section of the Koppers re- 
search department. A year later 
he returned to Mellon Institute as 
an Administrative Fellow and in 
this position has been supervising 
the investigations of the various 
Fellowships supported in the In- 
stitute by Koppers. 

Dr. Hartigan’s major training 
and experience have been in the 
field of organic chemistry. He is 


was made 


a specialist on the organic com- * 
pounds of nitrogen and_ sulfur, 
including cyanogen and thiocyano- 
gen derivatives. He has contrib- 
uted to the literature of that divi- 
son of chemistry and has also had 
issued to him a number of patents 
relating to the manufacture of 
cyanogen compounds and mela- 
mine. 

Raymonp C, Barr has retired 
as district safety director at San 
Francisco for Lumbermens Mutual 
Company and other companies in 
the Kemper insurance group. His 
retirement marks the end of 38 
years of service in the safety engi- 
neering field, 25 of them with the 
Kemper organization. 

Mr. Barr has been responsible 
for many advancements in safety 
through his work 


To page 104 


engineering 
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Here’s a kind of Bethlehem sling 
that’s much in demand —the braided 
type with sliding choker hook. 
There are several reasons why 
many shops have a definite prefer- 
ence for this class of sling. First 
it’s SO easy to use; just wrap it 
around the load and quickly drop 
the loop over the hook. Second... 
it’s very strong, and being a braided 
sling, highly flexible. Third . . . it 
“hugs”; fits neatly around the con- 
tours of the piece being handled. 
This, however, is but one of the 
many, many types of slings that 
Bethlehem makes. If you feel that 
your needs are better served by 


another design, we'll see that you 
get it. Name what you want, Beth- 
lehem will furnish it—single-rope, 
grommet, bridle, or any other kind. 

And you can bank on its quality. 
Here at Bethlehem, we're old hands 
at the business of making slings; 
been at it for years. A Bethlehem 
sling is a good one—designed and 
fashioned by men who know every 
tiny detail of their jobs. 


BETHLEHEM STEEL COMPANY 
BETHLEHEM, PA. 
On the Pacific Coast Bethlehem products are sold by 


Bethlehem Pacific Coast Steel Corporation. Export 
Distributor: Bethlehem Steel Export Corporation 


9) 
/\ BETHLEHEM WIRE ROPE SLINGS 
MAKE THE TOUGH LIFTS EASY 


o—o C> 
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This SMITHway walkwoy— covered with 
slippery drilling mud —is safe to walk on. 


AO.Smith 


Safety Grating 
Pays Its Way 


in money saved... by reducing acci- 
dents 
in man-hours saved . . . by fewer acci- 
dents 
in maintenance saved... locked -for- 
life construction cuts maintenance 
costs 
in value ...100% serrated surface at 
no extra cost, no premium price! 
MAKE SURE of SAFETY 
A. O. Smith 100% Serrated Safety 
Grating, completely engineered and 
fabricated to your in- 
dividual requirements, 
is available from local 
stocks listed below ’ 


e 3 
SS OS PE 


Milwaukee 1, Wisconsin 
international Division 
P.O. Box 2023, Milwaukee 1, Wisconsin 


Local Stocks Available at: 

Atlanta: Golian Steel & Iron Co. 
Chicago: Central Steel & Wire Co. 
Dallas: Vinson Supply Co. 

Denver: Eaton Metal Products Co. 
Detroit: Central Steel & Wire Co. 
Houston: Ferrous Products Co. 

Kanses City: A. M. Castle & Co. 

les Angeles: Bufne! Co., Led. 
Milwaukee: A. O. Smith Corp. 
Minneapolis: Kellor Steel, Inc 

New Orleans: Equitable Equipment Co. 
New York: A. O. Smith Corp 

Portiand, Ore.: Pacific Steel Warehouse 
San Francisco: A. M. Castle & Co 
Seattle: A. M. Castle & Co 

Shreveport: Superior Iron Works & Supply Co, 
Toledo: Baron Steel Co. 

Tulse: Braden Steel Co. 








Worth the Effort 


Jumbo posters formed the setting for this Safety Rally Night at Ceder Rapids Mill 
of Quaker Oats Company. Karl Koffron, manager of the Package Department, is 


supervising door prize drawing. 


Mempers of the safety commit- 
tee of the Cedar Rapids, Iowa, 
plant of the Quaker Oats Com- 
pany felt that something “differ- 
ent” would give the accident 
prevention program a boost 
throughout the organization. The 
result of their planning was a 
“safety rally night,” unusual for 
the amount of promotion that went 
into it and the widespread par- 
ticipation of employees and their 
families. 

Previous activities of the safety 
committee had been well received. 
When the Pa kage Department swt 
a new record of operation without 
a disabling injury ice cream and 
cake were served to employees of 
the department. 

The committee’s next stunt was 
issuing mill caps imprinted with 
the slogan, “Work Safely.” This, 
too, was well received. 

Preparations for the safety 
rally night were started two weeks 
before the event. Committees 
were appointed to handle the vari- 
ous details of the program. 

A letter announcing the pro- 
gram and the activities planned 
was mailed to the home of each 
employee. It was signed by the 
mill manager. 

Rules were formulated for a 
safety contest and included with 
the manager’s letter. Details of a 
safety essay contest for children 


Seven hundred persons attended. 


were also included in the mailing. 

A description of prizes to be 
awarded was mailed to employees 
and a few days later the prizes were 
displayed in the mill dining room. 
Later the prizes were exhibited in 
a show window of a downtown de- 
partment store with placards call- 
ing the public’s attention to the 
company’s plant and community 
safety program. 

Posters were displayed through- 
out the mill, including several 
jumbo posters 10 by 12 feet in 
size. These jumbo posters were 
used later to form the stage setting 
for Safety Rally Night. 

On the date of the rally pay- 
roll inserts were distributed with 
all checks reminding them of the 
event. 

For two weeks before the rally 
suggestion boxes were placed 
throughout the plant and some 
300 suggestions were received. 
The workmen’s safety committee, 
composed of four hourly-paid em- 
ployee and one management mem- 
ber, judged the entries. All names 
were blocked out so the identity 
of the author of the suggestion 
was unknown. 

Essays submitted by the em- 
ployees’ children were mailed to 
the mill, and were arranged ac- 
cording to boys and girls and 
school grade groups. Approxi- 


mately 100 essays were submitted 
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VUE Ledadluil Soap Deoatiment 


Armour and Company «+ 1355 West 31st Street + Chicago 9, Illinois 
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Hexachlorophene in Formula #99 
Antiseptic Soap cuts absenteeism by 


combating dermatitis and infections 


Oily waste is fine for wiping off grease and 
grime, but it doesn’t really clean hands. To do 
that, you need to wash them. But ordinary 
washroom soaps don’t rea//y get hands clean, 
either. They leave skin bacteria, which can ag- 
gravate any irritation or abrasion into a case of 
dermatitis. Most of these are caused by daily 
contact with irritants like cutting oils, solvents, 
abrasives, acids, alkalis, waxes, etc. 


To help combat this health problem—and to 
overcome the tremendous loss of man-hours 
that results—Armour has developed Formula #99 
Liquid Antiseptic Soap especially for industrial 
use. Hexachlorophene, the active agent in For- 
mula #99, maintains an extremely low bacterial 
count on the skin—and this protection increases 
with regular use. 

Formula #99 is also /anolated. This helps re- 
place natural skin oils and counteracts the dry- 


ing effect of repeated washings. 


This product is available through 
your local Sanitary Supply Jobber 


MAIL THIS TODAY 


Please send me: 


Booklet —“ Antiseptic Soaps for Industrial 
Use” 


Sample— Formula #99 Lanolated Liquid 
Antiseptic Soap 
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Performance : 


Proved In : 
Heaviest 
Industries - 


FW hroughout the country, 

M & M Rail Clamps hold 
car wheels fast, even in heaviest 
industries—steel mills, ship- 
yards, quarries, cement plants, 
mines. Employers know that 
they candepend upontheM & M 
Rail Clamp to reduce danger 
of injuries to workers and costly 
accidents from runaway cars, 
because the M & M Rail Clamp 
will not slip 


It is built of strong metals to 
withstand roughest treatment 
: Body is electric furnace 
steel casting: lugs and wedges 
are highest grade drop forgings; 
wedge is attached with strong 
steel chain to clamp 

This compact unit is made 
in two sizes to fit any rail, worn 
or new— Model A, 40 to 100 lb. 
rail; Model F. 110 to 175 Ib. rail. 


Order an M & M Rail Clamp 
and see for yourself. SAFETY 
FIRST SUPPLY COMPANY, 


425 MageeSt. Pittsburgh 19, Pa. 


M&M 


RAIL CLAMP 
Tt will not stip! 


on “Why My Father (or Mother) 
Should Work Safely at Quaker.” 
Essays were limited to 50 words. 
Judges were the assistant superin- 
tendent of Cedar Rapids schools, 
the City Safety Commissioner, 
and the safety director from 
another large industrial plant in 
the city. 

The program of the evening 
consisted of a short safety skit, a 
short talk, showing of a family 
safety film, recognition of the 


safety achievements of various de- 


partments, and presentation of 
prizes by mill executives. After 
the safety program, the adults 
played bingo while children 
watched cartoon films. 

The effectiveness of the pro- 
gram was due to the advance work 
of the committees and individuals 
who had been assigned certain 
responsibilities. There is much 
sentiment at the Cedar Rapids 
mill for making Safety Rally 


Night an annual event. 
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TAKING ADVANTAGE of the sea- 
sonal interest in football, F. H. 
McGraw & Company erected this 
huge safety scoreboard at Padu- 
cah, Ky., ‘where the company is 
the constructural prime contractor 
for the billion dollar atomic plant. 

rhe “Safety Bowl” is 3714 feet 
long and 171% feet high. Painted 
on the board in vivid color is a 
replica of a gridiron and a crowded 
stadium. There is a radio an- 
nouncer in his broadcasting booth 
and a quarterback calling plays 
from a “T” formation. 

Fourteen building crafts are 
currently employed on the project 
and each is represented on a team. 
The “players” are 18 inches high. 
They are in a running, standing 
or crouching position, depending 
on the situation called for. 

\ single play is completed each 
day with the offensive team either 
making 10 yards for a first down 


or losing the ball. If a disabling 


injury is charged to a craft on the 
offensive ‘team, it results in loss of 
the ball and a yardage penalty 
equal to half the distance to the 
penalized team’s goal line. 

Should the injury occur to a 
craft on the defensive team, half 
the distance to the goal is imposed. 
In the event that a disabling in- 
jury occurs to either the offensive 
teams’ bal] carrier or the craft 
member of the opposing team that 
is attempting the tackle, it will re- 
sult in a touchdown for the favored 
team. First aid cases determine 
the first downs when no disabling 
injuries occur. 

Earlier in the year the same 
board was used to provide a race 
track background for the safety 
score, 

At the end of the year each craft 
on the winning team will receive 
an attractive trophy to be pre- 
sented with appropriate ceremo- 


nies, 
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Unfinished Business 


From page 17 


safety groups to cooperate among 
themselves. If safety is to survive 
and grow in a world of expanding 
interests and problems, it must 
recognize, acknowledge and join 
forces with any other movement 
that can claim kinship with safety. 
This kinship need not be brother 
or sister, son or daughter. It can 
be nephew or niece, uncle or aunt, 
or even a distant cousin—just so 
it has a legitimate place in the 
family tree. 

I believe we have a much 
stronger safety team in the field 
today than we had 10 years ago. 
But it will never be a champion- 
ship team until it plays as a team 
and until it is deeper in reserve 
strength. I believe this strength is 
on the bench now, ready to go 
into the lineup if we only give it 
the chance. 

I shall cite a few examples from 
different accident prevention 
fields. The first ones are in in- 
dustrial safety. We say safety is 
management's responsibility. But . . 
may I point out that enough coal ees speediest, longest-lasting 
mine operators shirked their re- 
sponsibility long enough to create . 

a situation which served as a cor- | alcohol resistant foam 

dial invitation to the miners to 

take a very active and aggressive | 

part in mine safety. And enough ever produced! 

coal mine operators refused or 

neglected to work with the miners 

on safety long enough to bring Here at last is a really effective extinguishing agent for use 
about state laws and regulations, against fires in water soluble solvents . . . Pyrene* Alcohol 
presumably to be enforced by state 
mining departments. And_ the 
logical outcome of little or no pound produces far and away the most stable foam ever 
progress in mine safety was fed- 


Resistant Foam (patent pending). This brand-new com- 


known. Its effective life can be measured in hours and days 

eral legislation, placing enforce- 
e- instead o re minutes. The blanket it provides stays on 

ment of the coal mining safety instead of mere p y 


code in the U. S. Bureau of Mines. long after there is any chance of flames breaking out 

So, instead of one interested | again. Actually, Pyrene Alcohol Resistant Foam is more 
party in mine safety, we found 
ourselves with four—the oper- ee ae , ; 
ators, the miners, the state govern- | effective against all flammable liquid fires—gasoline, oils, 


than its name implies. It is really an all-purpose foam— 


ment, and the federal government. | paints, alcohols, ketones, esters and ether. For com- 
I have tried to bring these four 


. plete information, write Pyrene. 
forces together in a national con- 5 


*T.M. Reg. U.S. Pat. Of 
ference, but so far without suc- 
cess. The price of coal, the wage 
dispute, the union welfare fund, 


PYRENE MANUFACTURING COMPANY 


“heat on the hill,” the threat of a 


nation-wide strike, even vacations 


the non-unionized companies, the Sqrens \ 583 Belmont Ave., Newark 8, New Jersey 


] 
aim FOAM | Affilicted with C-O-Two Fire Equipment Co. 


these are some of the excuses 
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IT GOES 
WHERE THE 
JOB GOES! 


KANISTER 
KIT 


You couldn't ask for a more per- 
manent, dependable first aid kit 
than this proved favorite! 
Weatherproof plastic roll-up is 
sturdy, lasts for years. But that 


doesn’t mean it has to stay put— 
its simplified mounting bracket 
means quick installation in 
trucks, even on trees or posts for 
outdoor use! It’s the easy way to 
keep first aid available —when- 
ever, wherever needed! 

WRITE FOR BULLETIN & PRICES 


» oO YE Rt on 952 os ess | 
B-F-M"Donald — 


COMPANY 


Manufacturers & Distributors of 
dh, Industrial Safety Clothing & Equipment 





5721 West 96th St., Los Angeles 45 
Other Offices in San Francisco and Houston 


given by one or another of those 
I have approached. 

They could meet on the com- 
mon ground of accident preven- 
tion. But tney won’t—until there 
is enough real interest in safety 
to enable them to make a sharp 
distinction between this interest 
and others which are so contro- 
versial, and until there is enough 
real interest in safety that they 
will quit using it as a pawn in the 
grim chess game where a stale 
mate means that no one wins. 

I shall never be satisfied until 
each of the major American in- 
dustries represented in the Na- 
tional Safety Council membership 
holds a national conference under 
auspices of the Council with all 
interested parties participating 
freely and wholeheartedly. The 
President’s Highway and Indus- 
trial Safety Conferences, and simi- 
lar conferences on a state level, 
have demonstrated that this can 
be done by a group of industries. 
I say it can be done in each major 
industry. Those concerned will 
have to decide whether it shall be 
done under auspices of the Na- 
tional Safety Council, or under 
the Federal Government. 

You have in the case of coal 
mining a clear example of co- 
operation among groups with a 
common interest that never got off 
the ground—or underground 
either. Each 
matters of major concern. Or at 


group had _ other 
best, safety was only one of many 
interests. The results have been 
catastrophic. The frequency and 
severity records of the coal mining 
industry as a whole are among 
the highest in the nation. Pro- 
duction is reduced, costs mount, 
and now—federal control! 

Does American 
want more of the same in other 
industries? I think not. Does 
labor? I think not. Does the tax- 
payer? I think not. Does the 
National Safety 
tainly not. That other industries 


management 


Council? Cer- 


with poor safety records also 
could be mentioned as on the way 
to federal control of safety can be 
of slight comfort to the coal in- 
dustry. 

Beyond that type of cooperation 
among interested parties there 
should be even broader coopera- 


tion. For example, I urge that 


industrial safety workers estab- 
lish some satisfactory relationship 
rehabilitation. 


Most of the rehabilitees are acci- 


with industrial 


dentees too. Salety can be taught 
in the rehabilitation centers, and 
we need more such centers. We 
should encourage such work and 
support those who are taking the 
leadership, if only for the reason 
that we have at least one common 
purpose—the reduction of absen- 
teeism due to accidents, and to 
the lack of adequate rehabilitation. 
Effective industrial production re- 
quires us to support each other. 

rhe same point of mutual inter- 
est exists between safety workers 
and medical people. Yet safety 
leaders have been extremely slow 
in opening their doors to the 
medical profession in an all-out 
effort to bring about a happy and 
effective marriage between health 
and safety in industry. 

A good start has been made in 
the National Safety Council’s co- 
operation with trade associations. 
The purpose of these associations 
in serving member companies is 
largely economic. Experience dem- 
onstrates that they are, or can 
be, actively interested in safety as 
an aid to production, to labor re- 
lations and to public relations. 

Another example is in transpor- 
tation safety. The groups inter- 
ested in this field are too numer- 
ous to list. They work together 
better than they did ten years ago, 
and again, it is still a team of 
individual stars, and therefore not 
a championship team. 

Transportation safety covers a 
lot of territory the railways, the 
waterways, the airways, and the 
It is the latter which 
currently poses the most prickly 
truck- 
ing companies, manufacturers and 


highways. 


problem. Transit _ lines, 
service companies with trucking 
taxicabs, 
private automobiles, motorcycles, 
bicycles—yes, and pedestrians—all 
must share the streets and high- 


operations, bus lines, 


ways. 

n 1945 there were 26,000,000 
passenger cars in the United 
States, and we were estimating 
that by 1960 there would be 
10,000,000. We reached that 
figure in 1950, and in 1952 found 
ourselves with 44,000,000! That 
was an increase in just seven years 
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of about 18,000,000 cars, or 70 
per cent! Motor vehicle mileage 
increased LIO per cent In the same 
period, due not only to more cars, 
but to higher speed and to more 
ind better highways. The number 
of licensed drivers increased 
nearly 60 per cent 

World War II slowed down 
street and highway construction to 
1 standstill. And lack of time and 
money, combined with shortage of 
materials during the last seven 
vears have kept road construction 
from keeping pace with produc- 
tion of cars. 

The result is unprecedented 
traflic congestion, especially in 
large cities. There are still nar- 
row streets, and an appalling 
shortage of parking garages and 
lots, and expressways. Engineer- 
ing, enforcement, accident facts 
and their use, and other activities 
which help to reduce traffic acci- 
dents and aid in the movement of 
traffic, are lagging in many places. 

Result No. 1. Creeping paraly- 
sis in the movement of traffic in 
the business districts, galloping 
paralysis in the loss of business, 
and an increasing accident toll 
which is seriously affecting the 
economic and social welfare of 
the states and communities. 

Result No. 2. Groups of busi- 
ness leaders organizing to bring 
about the facilitation and safety 
of highway traffic in the areas of 
operation, and thus to contribute 
to the protection of their economic 
interests. Too often this situation 
has been overlooked or disre- 
garded by the local Safety Coun- 
cil, with a_ result that little 
consideration is given to the 
Council’s potentials in achieving 
the objective. 

This is a_ situation which 
should stir safety workers to a 
high pitch of apprehension and 
consequent positive activity. And 
this activity must be undertaken 
with two facts in mind: First, 
facilitation and safety of highway 
traffic cannot be separated. They 
are parts of a whole. Second, ac- 
cidents must be controlled and 
reduced to bring about free move- 
ment of traffic. 

Result No. 3. Since traflic facili- 
ties are currently so pressing a 
problem, and since trafhic safety is 


the most dramatic and _ highly 
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Tuffy sunes 


Last Longer 
to Help You Cut 
SLING COSTS 


BRAIDED CONSTRUCTION is the Reason! 
Knot it! Kink it—if you can! See how easily the 
patented braided construction of Tuffy Slings 
straightens out without damage. Only Tuffy 
gives you this extra flexibility and long-life 
strength—because ONLY TUFFY has this 9 
part machine-braided wire fabric construction 
that fights off knots and kinks, yet stands up 
longer when such stresses of distortion happen 
Mail coupon for your FREE 3-ft. sample of 
Tuffy Sling fabric and test it yourself! 


A Steel Company Reports: *... outlasted 
former slings 3 and 4 to one.” 

One month’s service was tops—until Tuffy 
showed how they could get 3 and 4 times longer 
service—at big savings on sling costs. 


SEND FOR THIS FREE BOOK! 
Get the facts—and save! Here’s useful 
data on 12 braided sling types . . . various 
types of sling fittings, 30 illustrations of 
sling uses, information on splicing Tuffy 
Slings and Wire Rope. It’s yours for the 
asking! Mail coupon today! 


[S00 Dire Rope COrporation 
©. 


/In Wire Rope and Braided Wire Fabric 


2224 Manchester Ave., Kansas City 3, Mo. 
() Send FREE Tuffy Sling Handbook and Rigger’s Manual 


(_} Have my Union Wire Rope Fieldman deliver to me FREE 
a 3-Ft. sample Tuffy Sling 


irm Name 

















U. S. TOBACCO COMPANY 
INSTALLS RANDOLPH 
AUTOMATIC FIRE SYSTEM 


The U. S. Tobacco Company’s 
large multiple unit dust collector 
presented an unusual and worri- 
some fire hazard, but this 150 
pound Randolph Automatic Sys- 
tem not only automatically de- 
tects and extinguishes any fire 
that might occur in the unit, but 
also shuts down the dust collector 
blower, and rings an alarm located 
on one of the lower floors of the 
building. 


Kills Fire, Sounds Alarm 
and Shuts Down Of | f the U. S. Tobac Cc nd 
Machinery the Noshville Fire Department inspect the 


Randolph Automatic System installed on 
giant dust collector 


As in the U. S. Tobacco installa- 
tion, Randolph Systems, in ad- 
dition to automatically killing the 
toughest fires in split seconds, can 
also be equipped with duct and 
door closers, motor, fan and 
machinery shut-offs, we aing 
alarms and other auxiliary safety 
devices. Systems are designed for 
both local application or total 
room flooding and are ideal for 
dip tanks, baking ovens, spray 
booths and hundreds of other ap- 
plications 


Battery of Randolph CO, Cylinders in 
U. S. Tobacco system 


Free Catalog and Engineering Service Available Without Cost 


Randolph’s FIRE HAZARD INDEX gives correct equipment and 
methods for protection against 590 typical fire hazards. Write for your 
free copy today. Address: Randolph Laboratories, Inc., 2 E. Kinzie St., 
Chicago 11, Ill 


SIMPLIFIED FIRE EQUIPMENT 





publicized of all safety activities, 
there is a danger that the other 
fields of safety will suffer from 
lack of recognition and financial 
support. Therefore, in taking ac- 
tion to obtain facilitation and 
safety of highway traflic, we must 
make full use of the interest that 
business has in the welfare of its 
workers and customers, and con- 
sequently in their safety in the 
plant, on the farm, in the home, 
at school or wherever they spend 
any of their time. 

The moral from this illustra- 
tion, it seems clear, is that safety 
workers must widen their hori- 
zons. We must work more and 
more closely with groups who 
have interests in more and better 
roads, in more and better law en- 
forcement, in more and_ better 
education, in short more and bet- 
ter anything that is akin to more 
and better safety. 

We live in a rapidly changing 
world, and we in safety must keep 
pace with it or lose our present 
influence in the advancement of 
individual welfare and communi- 
ty interests. 

Let us turn to the fields of 
home, farm, and child safety. 
Home accident casualties rank 
second only to traffic. Home safety 
is still a major problem. 

Farm safety is largely an occu- 
pational problem, but there are 
farm homes and children to be 
considered. So it becomes a spe- 
cial problem. 

Child safety is more than school 
safety, as important as_ school 
safety is. Child safety is also 
home safety, traffic safety and play 
safety. 

There are many movements, | 
repeat, with which we should be 
closely identified and whose pri- 
mary interests are not safety. It 
will be a gain if safety can be ele- 
vated in some of these movements 
to a place where it is one of the 
primary interests. 

If home architecture, design, 
and construction were pointed 
toward safety, as well as conven- 
ience, comfort and beauty, home 
accidents would drop in a marked 
degree in a_ surprisingly short 
time. This implies the selection 
and use of proper building mate- 
rials, furniture, equipment, and 
supplies. Rural and urban, single 
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and multiple dwellings — all are 

involved in this proposition. The 

safety of all—industrial workers, 

housewives, children, the aging, 

and other members of the family 
is at stake. 

As our public health programs 
became effective a new sociological 
problem arose—the problem of the 
aging. The National Safety Coun- 
cil certainly should be identified 
with this problem if for no other 
reason than that accidents are 
more common in the age group of 
65 years and upward than in any 
be said that the 
leaders of that movement do not 


other. It may 


yet recognize accident prevention 
in this program. If so, whose 
fault is it? Clearly, it is ours. 

Not only should 
facilities in the home be planned 
with an eye to safety for both 
children and aduits, but 
ational facilities in the vicinity of 


recreational 


recre- 


the home are important. In many 
communities parks, playgrounds, 
beaches, and recreation halls are 
facilities supplementary to the 
home. 

That leads us to another point. 
How many safety leaders play a 
major role in city or community 
Not many, I suspect. 
But if they do not, a great oppor- 
tunity to build safety into com- 
munity plans is missed. 
The superintendent of schools in 
of great 
vision and practicality, was very 


planning? 


being 
Los Alamos, a man 


influential in planning the resi- 
dential areas of that city. The 
homes, streets, and schools are so 
located that no elementary school 
pupil crosses a street to reach 
school. In fact, they don’t need 
to use the sidewalks. Paths back 
of the homes are provided. The 
glorious result is that only one 
child of school age has been acci- 
dentally killed in a traffic accident 
in Los Alamos since 1946—and 
then a car hit a boy when school 
was not in session. This school 
superintendent provides a won- 
derful lesson for all of us. 

| cannot state too emphatically 
that this new emphasis on co- 
operation with related movements 
must be accepted and applied by 
leaders in every field of 
prevention—within and 
without the structure of the Na- 
tional Safety Council. —Over 


safety 


accident 
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fety Message 
: AJAX CUP 


Builds Plant Morale 


Getting your safety message read 
is but one way the use of these 
clean, crisp AJAX paper cups 
helps increase the morale of 
your employees. The use of these 
cups also improves their health 
through combating the hazards 
of transmitted infections and adds 
to their enjoyment with comfort- 
able, readily accessible drinking 
facilities. 





Write today for the full story on this Complete Safety Drinking Service Plan 
— see handy coupon. Bring your workers better health and sell your safety 


AJAX CUPS | 


UNITED STATES 
ENVELOPE COMPANY 
General Offices 
Springfield 2, Mass. 


14 Divisions from Coast to Coast 





Tell me more about your Sofety Message 
Plan. Send me without obligation the 
whole story with sompies of imprinted 
AJAX Cups 
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SAFETY EQUIPMENT FOR ALL INDUSTRIES 
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Designed to remove and replace lamp bulbs in high and 

out of way places . .. Works like human hands on the endZ 
of a pole . . . Handles lamps up to 500 watt; pole lengths? 
6’, 12’ and 18’, 


PCO Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS, COMPANY 


% 2850 N. FOURTH STREET @ PHILADELPHIA 33, U 
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I state with all solemnity that 
this new emphasis is the challenge 
of the day to our Conferences, 
Sections, and Committees. It is a 
challenge to all the safety organi- 
zations with which they are affili- 
ated in the fields of industry, 
trafic and transportation, home, 
farm, school, and recreation. And 
it must be pointed out specifically 
that state and local councils must 
adopt this new emphasis as an 
Article of Faith, or see their state 
and local influence wane and van- 
ish. That is strong language, and 
I use it with the deepest convic- 
tion, 

I want to say also that there can 
be no permanent blueprint for this 
extended cooperation. Such blue- 
prints and dynamics do not go 
together. Movements which logi- 
cally include, or should include, 
accident prevention as well as 
movements which have a direct or 
even an indirect relationship to 
safety, grow and change. And the 
pattern of our cooperation must 
change with them. 

These movements must of 
course be sponsored by reputable 
people and organizations. Nation- 
ally, statewise and locally, we 
must constantly study life and con- 
tinuously be alert to the emerging 
trends, problems and questions of 
the times. This calls for leadership 
of a high order. This calls for the 
best in each of us. This calls for 
strength, courage, and wisdom. 

The Board of Directors, mem- 
bers, conferences, sections, com- 
mittees and staff of the National 
Safety Council must of course 


accept this policy before it can be 
fully effective. And other organi- 
zations will have to understand 
that the National Safety Council 
wants to help them. They must 
understand that the Council wants 
not to control, absorb, or annex 


movements whose primary pur- 
poses are not safety, not to con- 
trol, absorb, or annex any other 
organization, but simply and ear- 
nestly to help whenever and wher- 
ever possible—to the end _ that 
total purposes may be realized 
totally. 

I think such a policy is feasible 
because I have faith in an idea. 
Assuming it is worthy, an idea is 
the most powerful thing known. 
Indeed, unworthy ideas have a 
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terrifying way of showing power 
at least temporarily 

I have profound faith that co- 
operation in safety work will come 
to pass before it is too late. True, 
there are discouraging signs in our 
midst and all about us. But I am 
confident that you as safety lead- 
ers will not fail your great cause. 
You never have and you never 
will. That is my faith in your 
leadership. 

Mahatma Gandhi in 1939, when 
the lights were going out all over 
the world, made a statement which 
can sustain us all. He said, “My 
faith is brightest in the midst of 
impenetrable darkness.” 

We are not “in the midst of 
impenetrable darkness Far from 
it. But I commend his faith to 
you. It is an ideal I have long 
sought and one I shall alwavs seek. 


Free and Responsible 


From page 19 


of safety as well as of liberty. 
Notwithstanding all the knowledge 
ind devoted leadership the men- 
ace of traffic accidents continues 
to grow. Thousands of fatal high- 
way accidents each year make it 
monotonously clear that the auto- 

obile is still the champion killer. 
There must be a continuing cru- 
sade to arouse the public to the 
danger. Many responsible officials 
still are indifferent to the problem. 

The highway traffic situation 
isn’t going to get any better. The 
number of cars will probably 
double in the next decade or two. 
Just picture what that will mean 
it the present rate of increase in 
the number of traffic accidents. 
Traffic accidents may well increase 
by fifty per cent. 

But the gory headlines ex- 
claimed over today are often for- 
gotten tomorrow. We forget that 
the unfortunate victims are more 
than mere names in the paper. 
Accidents mean lives lost, the earn- 
ing power of a family deceased, 
profit gone for business, tragedy 
to the injured and his loved ones 
and general loss to the community. 
Each individual life lost is a dig- 
nified human personality created 
in the image of God The victims 
were human beings who loved and 
were loved with jobs and homes 


u d ( hildren 


Next page 
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~ HOW MUCH ARE 
SLIPPING ACCIDENTS COSTING YOU? 


ACCIDENT REPORT 


im OT 


4. —— 
| — goed PO _— 
revention: 


— 


Means ‘of Pp 


—ege AWARE cool, 
= wl giv en pale 


There’s an easy, economical way to end 
slipping accidents that steal man-hours 
and drag production down. Put positive 
non-slip protection in your plant with 
exclusive A.W. Accrip Abrasive Rolled 
Steel Floor Plate. 


NON-SLIP—EVEN ON STEEP INCLINES! 


ALGRIP is made by rolling tough abrasive 
grain (the same kind used in grinding 
wheels) uniformly as an acne part of 
the steel plate’s upper portion. When 
you walk on Atertp, hundreds of tiny 
safety brakes grip your feet at every 
step. Result: It’s virtually impossible to 
slip—even on steep inclines. 


WEAR WON'T WEAR OUT ITS SAFETY! 


Avcrip’s safety isn’t merely a surface 
treatment. Note the even distribution 
and depth of the abrasive grain. As the 
surface wears, new particles are exposed, 
so ALcriP keeps its non-slip qualities for 
a lifetime. It needs no maintenance. 
Rolled steel makes it stronger than other 
abrasive floorings. It withstands hard 
blows and heavy loads without cracking 
or breaking. And thinner sections can be 
used without reducing load carrying 
capacity. 


Get Full Details of ALGRIP Today 


Our new Booklet A-13 gives complete technical details, 
suggests uses. Write for your free copy. It may save . 

. 
you countless hours and dollars! - 


y ABRASIVE ROLLED 
A.W. ALGRIP sree voor mare 
ALAN WOOD STEEL COMPANY 

Conshohocken, Pa. 
Other products: PERMACLAD Stainless Clad Steel © A. W. SUPER- 
DIAMOND Floor Plate @ Plates @ Sheet @ Strip © (Alloy and 


Special Grades) 
Over 125 years of iron and steel making experience 





Can this BALL-TIP glove help you 


AVE FINGERS? 


4 STEEL BALLS protect all 4 fingers when caught under heavy 
objects, just like safety shoes protect toes against costly, painful 


accidents. Balls are % inch diameter and securely stitched into end 





of all-leather fingers. Made extra- 
HOW IT WORKS ; ; ; 
long to give plenty of room for 
worker's fingers. Especially designed 
for handling heavy sheets and shapes. 


Ask your Boss Distributor for Boss 


BALL-TIP gloves or order sample 





pairs for your own job-testing. 


ASK YOUR GLOVE DISTRIBUTOR OR SEND COUPON 
eee ee ee UU OO OO nO nn en en 
Customer Service Dept. 


The Boss Manufacturing Company 
Kewanee, Illinois 


- 
B 
a 
E 
i 
| Enclosed remittance is for BOSS BALL-TIP Gloves 

i pairs No. 1501 with 5” Gauntlet Cuff @ $2.35 pr. 
; pairs No. 1502 with 2%” Safety Cuff @ $2.25 pr. 
| 

8 

a 

3 

al 


Name 
Address 
City & State 


80 


People want to forget quickly 
and they generally succeed—that is 
all people except the wives, chil- 
dren, parents, relatives, sweet- 
hearts and friends. The wives of 
soldiers, policemen and firemen at 
least have some rational prepara- 
tion for the hazards of dangerous 
work of their loved ones. Few 
highway deaths have any such 
background. Practically all are 
pointless, all are shattering, most 
are preventable. 

There is still no accurate meas- 
ure for the crippled and handi- 
capped due to accident. Many of 
these cases may be said to be 
worse than death. There is no 
measure for the physical suffering 
and tortured minds and the an- 
guish of spirit caused by accidents. 
This human price is incalculable. 
It is paid by those who die and 
by those who are injured, and by 
dependents and loved ones. 

Our most important task is a 
public awakening that we have a 
killer in our midst more devastat- 
ing than war itself. Between Pearl 
Harbor and VJ Day, we killed by 
accident 80,000 more Americans 
than we lost in combat. Traffic 
accidents still remain the number 
one safety problem. 

The immediate objective and 
attack involves better laws and reg- 
ulations, more uniform and effec- 
tive enforcement, increased man- 
power and sufficient public support 
for immediate administrative and 
legislative reforms. I should like 
merely to emphasize two phases 
of the enforcement problem that 
should have our attention. One 
relates to the drunken driver. The 
drunken driver is as great a men- 
ace to the dignity of human life 
as is communism. He should be 
driven off the streets. He has been 
coddled and excused too often. 

Prosecutors, judges, the people 

have all been guilty of indiffer- 
ence and complacency toward this 
menace. We are perfectly willing 
to have jail terms inflicted upon 
the other fellow. But if the de- 
fendant happens to be a neighbor, 
a lodge member or a friend, we 
have so often said to the Courts, 
“This is different—he is a good 
citizen—the law should not oper- 
ate in his case.” That practice is 
responsible for the lack of deter- 
rent to many drunken drivers. If 
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a NONE BETTER... America’s First and Safest 


strike down this increasingly 


grave threat to our society. 
Then there is the matter of the | fa] \/ 
forfeiture of drivers’ licenses. It 
would revolutionize our safety a 
record over night, if throughout 
every state in the nation, drivers 
guilty of speeding, careless driv- 
ing and drunken driving had their SLING CHAINS 


licenses revoked for varying peri- 





STRENGTH -— Size for size, no other sling chain 
offers a greater tensile strength. HERC-ALLOY 
will not crystallize—never requires annealing. 


SAFETY—HERC-ALLOY Sling Chains are made | | 

to your specifications. Every new sling carries @ Serial number per- 
a written guarantee, is registered and tested : sey seco wa 
before shipping. This registration serial number intinatinn 

is carried at the top link. / 


ods in accordance with the seri- 
ousness of the offense and if citi- 
zens were made to realize that 
driving while under revocation of 
license would be promptly and 
effectively dealt with. Too many 
drivers are permitted to continue 
to drive after serious offenses and 
too many drivers are permitted to 
drive after revocation of license. 

But improvement in administra- 
tion, legislation and enforcement 
alone will not solve the problem. 
The real essence of traffic accident 
prevention is in the long range, 
public education. This education 
must produce an entirely new type 
of driver. We have barely made a 
start. A child of today must be 
trained in the early grades in 
school in safety education. Acci- 
dents outrank all other causes of 
death by a wide margin among 
the children of a tender age, and 
so we recognize the value of teach- 
ing safety at an early age. Health 
and safety must be in the curricu- 
lum of every school of the nation 
as fundamental a part of the edu- 





cation as the three R’s. 


EFFICIENCY —Lighter, stronger 
HERC-ALLOY Sling Chains feature 
the exclusive short, narrow link de- 
sign which holds firmer, less tend- 
- ¥ ency to kink, less gouging. Work- 
way he shall go and when he is @ Identify HERC-ALLOY by F men handle HERC-ALLOY with less 


Besides classroom instruction, 
the drivers’ training programs 
must be intensified. The old prov- 
erb, “Train up a child in the 
old he will not depart from it,” the patented Inewell side 
; weld with the extra swell 
ipplies to safety. Youth must have of metal on the inside of 
sound educational programs pref- the link. 
erably in the schools to teach bet- 


effort. 


PREFERENCE—Men who buy and 
use sling chains are influenced only 
Mea a 4 by facts learned through experi- 
si : ence. HERC-ALLOY Sling Chain 
Even more important, parents *W preference has been built up over 
themselves should not only teach ; \2 the years, not just by what we say, 
technical points of good driving, apse but by how HERC-ALLOY performs 
but also set an example for we ee on the job. 
their children. The 18-year-old 
boy who sees his father or mother 
promiscuously violate the traffic 
laws driving 60 miles per hour 
in a 40 mile zone can almost auto- | COLUMBUS Mc KINNON CHAIN CORPORATION 
matically be expected to drive 70 (Affiliated with Chisholm-Moore Hoist Corp.) 
miles per hour under the same _ | GENERAL OFFICES AND FACTORIES: TONAWANDA, N. Y. 
conditions from sheer youthful District Offices: New York * Chicago * Cleveland 
exuberance and adult example. Other Factories at Angola, N. Y., Dixon, lll., St. Catharines, Ont., and Johannesburg, South Africa. 


W 4 for Data Book No. 3 which contains much useful monufactur- 
ule ing and appli inf ion on HERC-ALLOY Sling Chains. 
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lillies, 
Wanted 


a 
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THE CRIME: Causing Indus- 
trial Hazards Among Plant 
Personnel 


THE SENTENCE: Destroy on 
Sight with MILBURN PLY-GARB 
and PLYGLOVS 


THE REWARD: increased Pro- 
duction; Decreased Compensa- 
tion costs 


We, as Americans, are justly proud 
of our productive ability—con- 
stantly introducing new machinery, 
new techniques to help keep us 
strong and free. But hovering over 
every operation is “Exposuritis,” 
creating new hazards for the Indus- 
trial Worker. This leads to “time 
off,” production leaks and high 
compensation costs. 


How can you stop this scourge? 
Introduce your plant personnel to 
Milburn PLY-GARB and PLY- 
GLOVS, the proved impenetrable 
barrier against Industrial Hazards. 
Whether the job calls for Plastic 
Coated, Aluminum Coated or Plastic 
Fiber Woven garments, you can be 
sure of comfortable protection from 
corrosive liquids, caustics, abrasives 
and heat. Non-irritating, light- 
weight, durable PLY-GARB and 
PLYGLOVS keep the worker safely 
under cover. 

Inquire today for complete data 
and swatch samples of Aluminum 
Coated and Fiber Woven Plastic 
materials available, such as Dynel, 
Vinyon and Orlon. 


THE 


MILBURN 


COMPANY 
Detroit 7, Michigan 
Also makers 
of PLY CREAMS to guard 
against Industrial Dermatitis 


Write, Wire or Call cour 
for the jobber nearest*you 








Parents can try to teach their chil- 
dren to drive well both by training 
and example and by firmly sup- 
pressing “the take a chance atti- 
tude” which is nearly always due 
to youth’s natural vitality and 
fearlessness. 

In the more than thirty million 
young people in the schools of 
the nation lies a great hope for 
the solution of mounting traffic 
accidents and need for safety in 
all areas of life. Their minds are 
receptive to new ideas. They are 
at an age when habits and skills 
can be successfully established. 
Education for safety must be an 
essential part of the modern 
school’s program for producing 
good citizens. 

Further. we must embark upon 
a crusade to make every driver 
in the country, young and old, a 
defensive driver. It means driving 
as if you are under attack. During 
the last split seconds before acci- 
dents, there is a much greater 
chance of survival for one who 
has been on the defensive against 
the attack of careless and reckless 
drivers. 

Having the privilege of living 
under safe conditions in the home, 
on the job, in the community, re- 
quires a constant building pro- 
gram. The minute we relax for 
one day, for one single minute, 
trouble begins. Building a safe 
state or a safe community is not 
like building a house. We don’t 
have carpenters and decorators 
come out and finish the job and 
hand us the bill. We have got to 
continually translate the cause of 
safety into the field of human 
values. 

Safety is a state of mind under 
which all people realizing the im- 
minence or consequences of acci- 
dents are willing to accept respon- 
sibility entailed in preventing 
them. There is no easy way to a 
eood safety record. It takes eter- 
nal vigilance, discipline and sacri- 
fice. Safety is a matter of indi- 
vidual responsibility. We cannot 
safely delegate that responsibility. 

Because safety involves human 
values it is relevant to the ide- 
ological struggle going on in the 
world today. Safety is a way of 
life in this Christian democracy. 
Life for us is not a mere com- 
modity or a tool for the state to 


move around as a pawn on a chess 
board. Hunggn life is the essential 
purpose around which our govern- 
ment and safety revolve. 

In the spirit of our common 
faith for the reverence of every 
human life and in the strong 
spiritual tradition that has in- 
spired this nation to greatness, let 
us join hands to take safety out 
of the calculating, analytical and 
statistical area and translate and 
dramatize its work in the area of 
human values and human life. 

Let us here resolve that we shall 
fight harder than ever before to 
preserve the most precious thing 
we have—life itself in a free na- 
tion. Although during our lives 
unprecedented advances have been 
made in activities which have 
raised the dignity of man, we are 
just standing on the periphery. 





The 


President’s Medal 


Awards made by the National 
Safety Council for successful ap- 
plication of artificial respiration 





Henry LIiEsMAN, electric meter 
tester, Consolidated Edison Co. of 
New York, New York, N.Y.—gas 
asphyxiation. 

M. PAaLMANyY, apprentice core- 
maker, American Brake Shoe Co.. 
American Manganese Steel Divi- 
sion, Denver, Colo.—electric 
shock. 

Jack Ennis, tester, Westing- 
house Electric Corp., Buffalo, N.Y. 

electric shock. 

NATHAN J. MILLER, postal clerk, 
U.S. Post Office Dept., Fayette- 
ville, N. C.—suspension of respira- 
tion due to strangulation. 

James E. Jonnson, telephone 
utilities lineman, Carolina Tele- 
phone and Telegraph Co., Rocky 
Mount, N. C.—electric shock. 

Morris G. WEsT, assistant oper- 
ating engineer, New Orleans Pub- 
lic Service, Inc., New Orleans, La. 

drowning. 

Forest H. Reve, senior line- 
man, American Telephone and 
Telegraph Co., Chicago, Ill.—sus- 
pension of respiration due to 
strangulation. 

Sue Wirwiams, Rocky River. 
Ohio—drowning. 
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Safe Till Tomorrow 


From page 25 


sting off the customary childish 
conception of minions of the law, 
that policemen are to be feared 
rather than respected. 

The community off-the-job 
safety campaign hit a new high 
spot with Toledo’s youngsters re- 
cently when the company spon- 
sored a_ back-to-school safety 
movie at one of the big downtown 
theaters. 

In the lobby, youngsters saw 
safety displays arranged by Willys 
through the cooperation of the 
Toledo Automobile Club, the Ohio 
State Highway Department, local 
police and firemen. 

The safety lesson was impressed 
on the young minds during a two- 
hour morning program featuring 
safety films, and cartoons, and a 
magic show by “Carlo, Doctor of 
Magic.” Carlo employed traffic 
semaphores and other mediums of 
safety education to illustrate vari- 
ous points relating to the safe 
conduct of children going to and 
from school, riding bicycles, etc. 

Vice Mayor Howard Cook re- 
minded the juvenile audience of 
3,000 school children that in the 
current school year it was up to 
them to preserve Toledo’s standing 
as tops in school safety among 
cities of its size throughout the 
country 

Another vital part of Willys’ 
safety program involving children 
of school age is the cooperation it 
gives toward Toledo’s student 
driver training program. The com- 
pany annually furnishes eight to 
ten automobiles for the use of 
Toledo public schools in the Triple 
{ training program. 

This is one classroom students 
don’t cut, and by learning proper 
methods of driving under com- 
petent instruction, Toledo boys 
and girls are helping to reduce 
the number of traffic 
caused by teen-agers. 

Toledo’s 2 
tion buses each month carry some 
Willys is 


using this popular transportation 


accidents 
50 Community Trac- 
1.000.000 passengers. 
system for getting its story over 
to the vast army of workers and 
other commuters who daily ride 
the buses. 


Five different bus cards are em- 
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Success in handling 


compensation claims with 


workmen’s 
utmost speed and fair- 

ness—and without 

needless red tape— 

typifies the quality of 

the many services given by every 
Employers Mutuals Team. All our 
owner-policyholders can benefit by this 
superb teamwork without extra cost. 
Actually, cooperation between your or- 
ganization and your Employers Mutuals 
Team may substantially 


reduce your premium 





* 
The Employers Mutuals Team 


costs! Write for details. 


‘a EMPLOYERS MUTUALS 
come: wes wun 2 WAUSAU 


. Consult your telephone directory 





Offices in principal cities. 


Employers Mutuals write: Workmen's Compensation-Public Liability-Automobile-Group 
Health and Accident-Burglary-Plate Glass-Fidelity Bonds-and other casualty insurance. 
Fire-Extended Coverage-iniand Marine-and allied lines. All policies are nonassessable. 


EMPLOYERS MUTUAL LIABILITY INSURANCE COMPANY OF WISCONSIN 
EMPLOYERS MUTUAL FIRE INSURANCE COMPANY 








WILL KILL 
59 PEOPLE TODAY* 


(Will one of your employees 
be among them?) 


*industrial Accident 
Commission of 
Maryland Report 


will slip-proof these areas where falls 
occur—whether surfaced with steel, alu- 
minum, wood or concrete: 


Stairways @ Platforms 

Inclines ® Cat Walks 

Aisles @ Observation 

Landings Platforms 

Traffic Lanes @ Approaches 

Sidewalks @ Elevator Floors 
EASY TO APPLY — SURE-FOOT 
spreads like ordinary paint on 
any clean, dry surface. No formu- 
las to mix and no special tools or 
skilled workmen required in its 
easy application. 
ECONOMICAL — Low in _ initial 
cost, SURE-FOOT offers low cost 
coverage .. . costs less than 10¢ 
per square foot installed. 


EASY TO RE-PAINT—Carbide 
crystals provide the non-slip ele- 
ment in Frost's SURE-FOOT Paint. 
Easily renewed where heavy traf- 
fic eventually wears through. Just 
re-paint—no stripping or remov- 
ing of old paint. 

Write Today . to Dept. B. for the SURE- 
FOOT Bulletin. Discover for yourself how 


inexpensively you can eliminate slippery 
conditions in your plant. 


x 105r- PAINT 


AND OIL CORPORATION 


MINNEAPOLIS 13, MINNESOTA 








Employees are reminded every time they 

clock in on the job to be careful that 

day. Slogans are changed every pay 
period 


ployed every month, a different 
card in every 50th bus. These are 
jumbo size, 11x42 inches, in four 
colors. 

The Ray Vickerstaff Agency 
creates the original art work, pro- 
duces, finishes and makes the ac- 
tual insertions in the buses. They 
work from ideas presented them 
by the Willys-Overland Public Re- 
lations department, and Safety Di- 
rector H. A. Tharp. 

Already, although the bus card 
program is only in its fourth 
month comments from public offi- 
cials such as the Toledo Public 
Schools Traffic Safety department, 
the Toledo Police Safety Squad, 
the Toledo Chamber of Commerce 
and officials of other plants in 
Toledo and elsewhere, have been 
gratifying. 

Willys also is using two ads a 
month in each of Toledo’s two 
daily newspapers, the Toledo 
Blade and the Morning Times. 

First of the current series of 
safety advertisements cautions mo- 
torists to be on the lookout for 
children playing in leaves piled in 
the streets, to watch for children 
darting from behind parked cars, 
and to be especially watchful for 
kiddies who play in the streets. 

Soon, the company will employ 
radio and television to continue 
the campaign for safety in the 
homes of all Toledoans. 

The slogan: “Let’s make Toledo 
a Safe Place to Work and Play” is 
carried on every bus card, on 
plant posters and in newspaper 
ads. The company’s “plug” is 
limited to a simple statement, 
“This Advertisement Is Provided 
by Willys-Overland as a Further 
Contribution to Public Safety.” 





ASKED and 
ANSWERED 


with probl of accident pre- 
vention and industrial health is offered by 
National Safety Council. All inquiries are 
answered by mail and a few topics are 
J, tad for P 4 Ji, 2 











Railroad Bumpers 


Question: Could you give us 
any information pertaining to the 
construction of a railroad bumper 
to be placed at the end of a spur 
track? 

Answer: A properly designed 
bumping post would have the block 
for receiving the impact set at 
a height of two feet nine inches, 
measured vertically from the top 
of the rail. The head or impact 
block is held in place by two for- 
ward and inclined tension side 
supports and one or two compres- 
sion members in the rear. The 
angle of inclination of the forward 
members and their point of attach- 
ment to the rail are such that the 
wheels of the car do not touch the 
supports and the point of car con- 
tact is made on the head casting. 
The striking face of the head 
casting is in advance of the con- 
nections of the forward tension 
supports, so that there is ample 
clearance for the coupler release 
rigging and the air hose connec- 
tion of the car. 

For comparatively light duty, 
you might want to consider the 
use of fixed car or wheel stops. 
These are available from the same 
companies that manufacture bump- 
ing posts. Various types of stops 
are available, but for permanent 
installation, no doubt the type that 
is bolted through the web of the 
rail would be preferable. A pair 
of stops directly opposite each 
other on the two rails would be 
required. As before stated, car 
stops should be used only if oc- 
casional light impacts are expected. 

Of course, even if a bumper or 
a pair of stops is provided, every 
effort should be made to see that 
cars are not permitted to run up 
against them. Providing bumpers 
often encourages workers to use 
them as stops for “dropping” cars. 
This practice should not be per- 
mitted, since no bumper will with- 
stand repeated heavy impacts. 
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Play SAFE 
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Install the Tamperproof 


CHICAGO Watchclock 


berororococce} 


It must be good —it’s been used all over 
the world for many years. The durable 
CHICAGO system can be installed in a few 
hours — with a screwdriver! Costs littl — 
lasts a lifetime. . . . Quickly repays its cost 
because it will reduce your insurance rate! 


EXTRA PROTECTION 
against FIRE, THEFT 
and SABOTAGE. 


CHICAGO WATCHCLOCK 
Div. Great Lokes Industries, Inc. 
1524 S. Wabash Ave., Chicago 5 


Gentlemen: Send us your folder of details, and pri- “The first—and 
ces on the various CHICAGO Warchclock models still the first! 


Who watches YOUR 
watchinan? 











DEPENDABLE DRE 


for FIRST AID, for EMERGENCY 
for DISASTER, for DEFENSE \ 


With a distinguished record of use by the medical 
services of the Armed Forces, by other governmental 
agencies, by hospitals, by emergency and disaster 
units, by industrial clinies and first-aid stations . . . 


always STERWE | have ‘adopted by surgeons as standard pro- 
f : always REapy | cedure, by nurses as preferred matériel, by profes- 


or immediate 


°Pplication to ay easy | sionally-trained aid personnel as the compact, ready- 


2” abrasion, te a mode, ready-to-apply dressing of their choice. 
Surface injuries, 


CHESEBROUGH MFG. CO., Cons’d 


Professional Products Division - New York 4, N. Y. 


Specify these supenor dressings in 
the foil-envelopes to your supplier. 


VASELINE is THE REGISTERED TRADE-MARK OF THE CHESEBROUGH MFG. CO., comets; | 


ae ——o a ee 
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Tools for Your 
Safety Program 


trafic accidents can be greatly re- 
duced through a plant-wide cam- 
paign alerting employees to the 


dangers severe winter weather pre 





Operation Safety A 
In January, Old 
digs in with « 
eling to and from work 
car or on foot 
ly hazardous. 
poor road surface conditions com- 
bine to increase the traffic toll. 
Time lost from work through 


sents. 
trafhc 


especially necessary to companies 


safety campaign is 
Man Winte 
vengeance, and trav- 
either by 
becomes extreme- 


operating fleets of trucks or pas 
senger cars. These companies are 
well aware of the sharp upsurge 
Poor visibility and in trafic accidents among their 
drivers at this time of year, and 
most of them make determined ef 
forts to combat it. 


For Work Off-the-Floor 
... be safe underfoot! 
i 























Single Units 


a 


Bs 


Cover 
Large Areas 


te 


so acta) 


BAKER *°<rcn°* SCAFFOLDS 


@ No "X" Bracing—may be used in occupied areas. 

@ Fully Adjustable Platform Height—always the righ? height. 
@ Self-Locking Trusses—no pins, bolts or screws. 

®@ Metal-Bound Platform—large working area. 


Safety underfoot requires scaffolding equipment that is adaptable to all 
conditions. Baker Scaffolds, whether used in single or multiple units, offer 
maximum safety. They are easily handled by one man, simple and fast 
to erect and may be used on uneven floor surfaces or stairways. Thou- 
sands are in use today, many under the same conditions you require. 


Write today for Bulletin 524 
Distributors in principal cities. * Listed under 
Reexamination Service, Underwriters’ Laboratories, Inc 


BAKER-ROOS, INC. 


602 W. McCARTY STREET 
INDIANAPOLIS 6, INDIANA 








The January Operation Safety 
kit is ideal for such campaigns. 
Planned around the theme, “Win- 
ter Hazards,” it focuses attention 
on the difficulties motorists and 
pedestrians face and offers sensi 
ble advice on how to stay safe. 

For the all-important visual im- 
pact, Operation Safety includes 
two posters, one 25 x 38” 
17 x 
slanted to motorists, is “Slow Up 
This would be 


an excellent reminder to place at 


the other 
oar 


The larger poster, 
in a Freeze Up!” 


exits and entrances to plant park- 
ing lots. The smaller poster carries 
a pedestrian message with a hu- 
morous twist. 

Newspaper releases that can be 
used in plant publications and 
radio scripts that are readily adapt- 
able to the same use are also in- 
cluded. Spot announcements that 
may be beamed over the public 
address system; leaflets that may 
be distributed with paychecks to 
company drivers; and a planning 
guide filled with promotional ideas 
are other items the kit offers. 

Sample kits and complete in- 
formation are available. 


FALLING 
MAT, 
- ERIAL 


WRITE FOR LATEST CATALOG SHOWING 
SAFETY SIGNS FOR ALL PURPOSES 


ARD SIGNS, IN 


3190 E.65™ ST., CLEVELAND 4 
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Congress 


} rom page 27 


gineer for Jones and McLaughlin 
Steel Corp. at the same time Wil- 
liam H. Cameron was with Ameri- 
can Steel Foundries 

Al!l-Ameri- 


can football player at Princeton, 


“Lew had been an 


and he was an all-American safety 
Dearborn. 
“When the Association of Iron and 
Steel Engineers was formed, he 


man, too,” said Mr 


was appointed chairman of its 
safety committee. And he never 
ran with the ball for Princeton 
any harder than he did for safe- 
ty 

“He, more than almost anyone 
else brought about that First 
Safety Congress in Milwaukee. His 
zeal, his ability, his enthusiasm 
did more than that of any other 
individual to make a success of 
that first meeting. He was presi- 
dent of the National Safety Coun- 
1916-17. 
his life he never stopped working 
for safety. 


cil in And throughout 


DESIGNED FOR 
GREATER SAFETY 


THE 
KENNEDY 
“VICTORY” CAP 


for all industrial jobs 
Better protection for all the hair all the 
time because the full, wide, snood-type 
back of the Kennedy "Victory" Cap per- 
mits complete coverage. Easy to put on. 
Adjustable to all head sizes. !! styles to 
choose from. 
Manufacturers and distributors of @ 
complete line of safety clothing and 
equipment. 
Write Dept. N-12 for information 
regarding your needs 


V. E. KENNEDY— 
INGALLS CO. 


3735 NORTH SSTH STREET 
MILWAUKEE 16, WISCONSIN 
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“I wish, as you do, that Lew 
Palmer could be with us tonight. 
He would glory in this 40th Con- 
gress and 40th Banquet. But while 
Lew is not with us physically, I 
know he is here in spirit. And | 
am sure he would be proud and 
pleased to know that we have with 
us as our special and honored 
guest his lovely wife, who was at 
his side every foot of the way as 
he battled for safety.” 

After the presentation of the 


quet of roses to Mrs, Palmer, the 
audience rose and stood in a mo- 
ment of silent tribute to the safety 
pioneers of 1912, and the lights 
of the ballroom were dimmed as 
the orchestra played “Auld Lang 
Syne.” 

In addition to those present at 
the Banquet, four others who at- 
tended the First Congress are 
known to be living. 

Arthur H. Young attended the 
Milwaukee Congress as safety in- 





certificate and a beautiful bou- spector for Illinois Steel Company 


cut | 
maintenance 


THE BEST PRODUCT 
1S THE CHEAPEST 


WHY? Because the quality product does the 
job with less labor. It has been proved time and time again that inferior 
materials are really most expensive because they require extra time and 
added supervision for correct use. Reduce labor costs, save the cost of 
“re-doing” a faulty job... by using only high quality maintenance products 
like Seal-O-San Wood Finishes, Korex Germicidal Cleoner, and Anti-Slip Cos- 
molite Wax, made by Huntington Laboratories. Ask us for the 1952 Sanita- 

tion Handbook. Let us show you how much 
you can save this year on maintenance. 


ASK FOR CATALOG 


Write today for book- 
let filled with time- 
saving ideas! i 


1 ee eee oe ee ee ine 


H 








SAFETY» COMFORT 


U.S. PAT. NO. 2,080,320 





STYLED FOR Dredd 


DESIGNED FOR Safely 
BuiLT FOR Comfort 


Austempered Steel Toe Boxes 
meet the testing requirements 
of American Standards Asso- 
ciation .. . that’s maximum 
protection! Comfort, too! 
Knapp Air-Cushioned 
STYLE K-51 
BROWN ‘ Innersole provides 


OXFORD ‘ . foot-fresh efficiency 
Durable ’ : 
Oil-Resisting through long hours. 


Neoprene Soles So—for style, com- 
and Heels ‘Se fort and safety, 
In stock for immediate delivery ‘ 
{A, 7 te 14)—(B, 6 to 14) 
(C, D, EE, EEE, 5 to 14) 


KNAPP SAE-TEST 


terolred Cushioned 
STEEL-TOE SAFETY SHOES 


For full information write W. M. Partridge, Jr., Saf-Test Dept., 
Knapp Brothers Shoe lik SOPs Brockton 61, Massachusetts. 


insist on Knapp 


Saf-Test Shoes! 














ALLEN SANI-SPRAY STATION 
For Cleaning and Fog- i tt Glasses and Goggles 
Self-contained V Holds dispenser of 
Sani-Spray and 400 
tissues plus recep- 
tacle for used 
tissues 

V Lock and key for 
tamper-proof 


No air pressure 
No attachments 
Compact size 

/ One stop—one 


licati 
application V Heavy gauge steel 


/ Hang up ready to with baked enamel 
use ay finish 


ALLEN OPTICAL COMPANY surraio 2 wv 











(now United States Steel Com- 
pany) at South Chicago Works. 
Later he became associated with 
International Harvester Company 
and other nationally known com- 
panies in the industrial relations 
field and served as president of 
the National Safety Council 1921- 
22. He now lives in Santa Bar- 
bara, Calif. 

C. W. Price was on the staff of 
the newly created Wisconsin In- 
dustrial Commission when he at- 
tended the First Congress. He 
continued active in safety work 
for many years and was manager 
of the National Safety Council, 
1919-21. 

James Farrington, now assistant 
to the chief engineer of Wheeling 
Steel Company at Steubenville, 
Ohio, was another delegate. 

Ray Smith, now owner of the 
Pfister Hotel in Milwaukee, was 
host to the Congress during his 
first year as manager. 


7 - ” 


Between Monday morning and 
Friday noon more than 120 sched- 
uled meetings were held in the 
Conrad Hilton, Congress, Mor- 
rison, LaSalle, and Sheraton Ho- 
tels. In addition there were nu- 
merous national and _ sectional 
committee meetings were held and 
many companies took advantage 
of the Congress to get representa- 
tives from their scattered plants 
together for a private safety con- 
gress. 

For many delegates the Congress 
day began with a group session 
at breakfast followed by attend- 
ance at the Early Morning Ses- 
sions. This year these sessions, 
conducted by Arthur Secord, su 
pervisor of adult education at 
Brooklyn College, around the cen- 
tral theme, “Personality and Safe- 
ty.” Summed up briefly, the ob- 
jective of the four sessions was 
“How to Let the Other Fel- 
low Get Your Way.” This can be 
aided by clear and independent 
thinking, development of leader- 
ship qualities, and training in 
speaking. Attendance at these 
meetings reached a new peak, with 
all seats on the main floor and in 
the balcony occupied 


7 - + 


The Annual Meeting of the 
American Society of Safety Engi- 


neers was addressed by S. Bruce 
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ANNOUNCING 


Black, president of Liberty Mutual | 
Insurance Company, and C. G. 
Rousch, vice-president of the Na- 
tional Society of Professional En- 
gineers. 

Eight subject sessions arranged 
by the ASSE were important 
events in the week’s program. 
Following were the topics: In- 
dustrial Health Hazards, Electri- Merges 
cal Hazards, Maintaining Interest SCAFFOLD 
in Accident Prevention, Making 
Pictures for Safety, Making Safe- 
ty Meetings for Supervisors Pro- 





Here is an aluminum rolling scaffold which, 

. . s - } because of exclusive design features, brings new 
ductive, Understanding and In- } ease of handling. For example, during erection 
fluencing People for Safety, the end frames swing open while scaffold is in a 
Suggestion Systems, and The standing position. Maximum swing is 90 degrees, 
. - permitting man to stand within base area. 





Safety Engineer and Community 


Safety Programs. FOLD-A-WAY Scaffold stands freely yet will 
; not “fold under” while being erected; upper 

folding sections stand with only two sprockets 
The Federal Government again | in position. Base dimensions: 4’6” x 6’. 

participated actively in the Con- Sections fold to compact, 6¥*-thick package. 

The Seventh A 1 Fed Approved by Underwriters’ Laboratories Inc. 
pape oe a a Sectional Aluminum Scaffolds or 

al Safety Conference, sponsored by 2 | sectional components for 

the Federal Safety Council, held | 3 upper sections of FOLD- 

sessions Monday and Tuesday af- A- WAY Scaffold also 

‘ available. 


* * * 


gress. 


ternoons. In addition meetings 
were held for branches of the 


Armed Forces. Government rep- 
Here’s How One Man Sets Up FOLD- A-WAY 
Section with Minimum Movement— 


In Less Than a Minute 


resentatives also took part in many 


other Congress sessions. 





~~ 


New Refinery Flare 
Burns Without Smoke 


Effectiveness of a highly- 
atomized water spray in eliminat- 


ing smoke in a new ground-type | FOLD-A-WAY Scoffolds available 
f ° : . | ii with LOKT- RING Leg (left) — leg 
safety flare is demonstrated at the locks in position when ring is pushed / For full information, write today 
> ~ ’ . D t id ; id ick 
Bayway Refinery of Esso Standard i ceed for Bulletin ASF-1 
) ‘ it ; . I | fingers. Standard leg—adjusted by 

Oil Ce mpany in Linden, N. J. simple twist of knurled nut. 








The flare, a device to reduce 





pressure on equipment during in- 
terruptions in production, effects 
smokeless burning by introducing 
gas and water under pressure Dept. NSN, 38-21 12th Street + Long Island City 1, New York 
prior to ignition. West Coast Plant 6931 Stanford, Los Angeles 

Constructed of three concentric oantiaeamiaendaanimaiines . — 


THE PATENT SCAFFOLDING CO., Inc 








masonry stacks, the largest of 
which is 30 feet high and 14 feet 
in diameter, the new type flare 
permits the introduction of gas 
and water spray, combustion and 
final flaring in gradual stages. 
Gas and water are combined in 
the small innermost stack. As they 
emerge, two pilot lights ignite the 
n ituee for rnitial vere ts in ae hoe 


the second stack. The third stack NEW! BUHRKE NYLON SAFETY STRAP —urrra riexiste 


affords larger area and better t, SAFE, uniform flexibility—even at —28* F.—strap remains pe ond Liable: a Ng 


Light weight, 
draft for the final flaring thus Ry Pg - oF + ‘reaking pa EY gt fox Patni” 


ee 
. . SAFE to use until RED PLY appears. contseliod fabsteniion of strap to cur shann on 
confining the entire operation 


within tin Gave tteclt R. H. BUHRKE CO., 1403-11 W. Congress St., Chicago 7, Illinois 
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ELECTRONIC GROUND INDICATORS 


NO BULK PLANT SHOULD BE WITHOUT THEM... 


Gilbert & Barker Mfg. Co 
West Sprinctield, Mass. 
Toronto, Canada 


GREATER SAFETY 
is sound business at 
at Chemical 


wherever 


Loading Racks 
Terminals positive 
grounds are necessary. Gilbar 


Electronic Ground Indicators offer 
POSITIVE INDICATION — that some 
wiring break or carelessness is not causing 
a faulty ground which can lead to fire! 

SIMPLE INSTALLATION ~ easily 


circuit, Gilbarco’'s 


nstalled 
in any normal grounding 
indicator gives ‘‘all clear’ by means 
of light or audible signal only when 


positive ground is established! 


Write today for full details 


on Gilbarco Electronic 
Ground Indicators. 





Weather tite 


NO 
(row 
er OSIM 


POSITIVELY 
‘ADMITTANCE 


PRAIRIE STATE PRODUCTS C 


ape 


Pos 


ESCAPE oe 
areP 


iF CEs 
FIRST AID 
P aa WAY OUT Bus INE 1 
Ee 


STANDARD REGULATION 
SIGNS OF ALL KINDS FOR 
SAFETY ano EFFICIENCY 


STAIRWAY 


3822. LAWRENCE AVE. 
‘CHICAGO 25, ILL. 


Beam at Individual 


From pa e ob 


department had a disabling in- 
its members were not eligible 
Interest was 
first num- 


jury, 
to receive the prize. 
heightened because the 
ber usually designated a group of 
departments, the second digit a 
specific department and third and 
fourth digits designated individu- 
als. Excitement rose as the field 
narrowed. 

it helps to 
keep one eye on usefulness 
One plant distributed 
to each employee a folder 
a penny had been fas- 
“Safety Makes Cents 
Sense” was printed on the cover 
of the folder. Inside, the folder 


explained how members of all ac- 


In selecting prizes, 
and 
timeliness. 
small 
to which 
tened. 


cident-free departments could win 
New York City or a 


radio record 


a trip to 
combination 
An all-plant drawing de- 
winner at the 


and 
player. 
termined the con- 
clusion of the four week contest. 
Another 


a huge peach while 


plant gave each em- 


ployee plant 
promotion boards carried the slo- 
gan “Safety—A Peach of an 
Idea.” The peach made a fine 
dessert for lunch or found its way 
home. 
Effective 


Every 


not be 
plant has posted 


contests need 
lengthy. 
in a conspicuous place the num- 
ber of days it without 
One safety director, 
asked several employ- 
they 
days 


has gone 
accident. once 
each week, 
ees, selected at random, if 
knew the number of safe 
the ple int had ¢ correct 
answer paid off in a silver dollar. 
Before long every plant employee 
could have given the correct num- 


gone. The 


ber. 

Family interest 
tion should 
Owens-Illinois plants have 
Libbey Safedge tumblers to each 
employee when the plant has gone 
1,000,000 hours without a dis- 
abling injury. Decorated with the 
Green Cross for Safety, each tum- 
safety 


participa- 
overlooked. 


and 
not he 
given 


bler carried its individual 


message into the home. 
One plant built a whole 
promotion program around candy. 
The theme chosen was “Safety Is 
At the beginning of the 


every 


safety 


Sweet.” 
person in the 


package of 


promotion 


plant was given a 
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with the slogan attached. 
ich week, each department 
had no disabling injury 
ted a lucky drawing and 
inner was given a box of 
brand chocolates. Both the 
nd chocolates were prizes 
be taken home. 
The whole family pitched in and 
rked on the weekly limerick 
nt which ran in several of 
ir plant papers. The last line of 
the safety jingle was left blank. 
best last line was awarded a 
lollar prize and was sele¢ ted 
safety committee members 
gnition of achievement and 
g a desire to continue a 
record can be used to pro- 
te safety. One Owens-Illinois 
plant had reached 175 days and 
000.000 hours of safety perfor- 
unce. It was labeled a “Cracker 
Jack Record” and boxes of Crack- 

Jack with promotional stic kers 
ittached were distributed to em- 
plovees. Some of the boxes con- 

ned lucky tickets. Valuable 

zes were awarded ticket holders 

nd presented by the safety direc- 

foremen or department's safe- 
mmuitteeman. 

In promoting safety slogans it 
is not necessary to plaster the 
slogans all over the place. Re- 
minders at strategic points can be 
strikingly effective. In one plant 
i sign was placed beside the gate 
house door and outgoing shifts 
read Aren't you glad you worked 
safely today?” The napkins in 
the cafeteria of another plant were 
mprinted with “Safety Begins 
With You.” 

[ying safety promotion into 
established programs can get re- 
sults The suggestion system at 
Owens-Illinois is well established 
ind } is bee n very successful 
through the years. One plant de- 

ded to conduct a campaign with 
emphasis on color. For a limited 
period suggestions about “Color 
For Safety” were eligible for spe- 
ial awards. This contest also had 
the angle of a fresh approach be- 
cause functional use of color is 
fairly new to employees. 

Chat all the world loves an an- 
niversary, is a fact which lends 
tself admirably to safety promo- 
tion Departme ntal birthday par- 

ire held in some plants when 
department has gone 365 days 
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BLAW-KNOX 


ELECTROFORGED® 


GRATING 
Gives Y 
all five 


Regardless of what features are most desirable for, your 
steel grating, you get what you want when you specify 
“Blaw-Knox.”’ Its electroforged, one-piece construction pro- 
vides exceptional strength, and the twisted cross bars give 
you a safe walking surface. The clean-cut openings—without 
angle irons—make it self-cleaning and easy to paint . . . con- 
tribute to low upkeep. Blaw-Knox Steel Grating has long life 
because there are no holes or crevices to trap moisture and 
encourage corrosion. Get the complete story on Blaw-Knox 
Grating and Stair Treads—write for Bulletin 2365 today. 





We factory-fit Blaw-Knox Grating to 
your dimensions for easy installation. 
Grating Department 
BLAW-KNOX COMPANY, Blaw-Knox Division 
2078 Farmers Bank Bidg., Pittsburgh 22, Pa. 


BLAW-KNOX fcrverere, 


. DAV-SON 
BULLETIN BOARDS 


Use DAV-SON Cork Back Bulletin Boards for pin- 
ning up notices, letters, photos, etc. Many sizes and 
styles available for your particular requirements. 


Write for Special Circular 


We manufacture the famous DAV-SON Changeable 
Letter Bulletin Boards, Safety Displays, Lobby Direc- 
tories and Name Plates for every purpose. 


AG. DAVAUPORT & SOW..1NG. 


311 N. DESPLAINES ST., CHICAGO 6, ILL. 
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tor wet fons 


aware Ready of dry dirt 


For scores of plant clean-up jobs the HiLp 

vacuum is a real work-saver...a time-and- 

money-saver! Numerous attachments equip 

this unit to do all the jobs pictured here 

and many more...like cleaning stock bins, 

SWEEPS machine tools, castings, beams, ceilings, etc. 

Dust and Dirt. Raises no dust. There are no adjustments to make...no 

filler to change when switching to wet 

pick-up work. Moisture in the vacuum air- 

stream cannot damage the special Hip Bi- 

Pass motor. Synthetic rubber vacuum hose 

and caster tires resist oil and grease. For 

easy portability the unit is mounted on a 

<= ; sturdy steel dolly with ball-bearing casters. 

—— DRAINS | The tank holds 40 gallons of recovered 

Coolant Sump Tanks. liquid. A 2-inch gate valve permits easy 
emptying into a drain or gutter. 


Write for FREE circular 


HILD 
CLEANS FLOOR MACHINE CO. 


Overhead Pipes, etc. ° + 740 W. Washington Bivd. 
Dept. NS-12, Chicago 6, Ill 








ment catalog. 3839 WABASH « DETROIT 8 MICH 


\ iment safety equip- CORPORATION 
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without a disabling injury. A 
decorated cake with candles is cut 
and served with coffee. Depart- 
ment members are congratulated 
for their fine record by the plant 
manager, department head and 
safety director. 

Competition is a known pro- 
ducer of results and our company 
has used it between departments 
and plants. One of our divisions 
has a safety pennant awarded to 
the one of its plants having the 
best safety record. Possession of 
the pennant is considered a mark 
of distinction by the employees. 
A monthly ranking of the safety 
performance of each of the plants 
of the company is printed in the 
internal publication Personnel 
Vewsnotes sent to each plant's 
personnel department. Each de- 
partment posts, in a prominent 
spot, the number of days since its 
last disabling injury. 

Owens-Illinois’ plant at Hunt- 
ington, W. Va., holds the National 
Safety Council record in the Glass 
& Ceramics division with 4.591,- 
700 hours of exposure without a 
disabling injury. Our Waco, Texas, 
plant formerly held that record 
with a safety performance that 
lasted a little over three years. 
The Clarion, Pa., plant has com- 
pleted 344 years and better than 
3.500.000 hours without an acci- 
dent and is still going. 

We have our good and bad 
periods in safety experience but 
the trend is down and we intend 
to keep it that way. Confident that 
a humanized program is an effec- 
tive tool, our people do not intend 
to let up on their efforts to keep 
safety on an individual basis. 


Nasty Customer: “Why is 
that I never get what I ask for i 
your store?” 

Fed-up Proprietor: “Perhaps, 

i ae 
madam, we are too polite! 


The prizefighter wasn't having 
spectacular luck in fending off his 
opponent’s attack. In fact, he 
looked pretty sick of the whole 
affair. “Stop those punches!” 
shouted his manager. 

The fighter managed to move 
his battered lips enough to retort: 
“You don't see any of ‘em getting 


past me, do you?” 
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Psychological Warfare 
Against Accidents 


HUTCHINGS 


By G. F. 


W ITH the expansion of Fraser 

Paper, Limited, management 
began to realize that accident pre- 
vention much keep abreast of new 
equipment, and in- 
creases in personnel. 

Up to 1946, the accident pre- 
vention program was kept in line 
the mill 
with empioyee participation 
through safety committees. Other 
provisions, such as protective 
safety 


and faster 


by assistant manager, 


equipment, safety shoes, 
posters and the cooperation of the 
First Aid Department, pretty much 
comprised the safety program at 
that time. By realizing that safety 
was a full-time job, and because 
pressure of work limited the as- 
manager to a very mini- 
mum amount of time to follow 
through on safety work, it was 
decided in the fall of 1946 to add 
the staff. 
of a 
department came 


sistant 


a safety supervisor to 
With the establishment 
regular safety 
various methods of selling safety 
to the employees. Inter-depart- 
mental contests were established 
on a competitive basis. This in- 
cluded a Mill Manager’s Safety 
Shield as the major award, and 
monthly cash prizes were made 
with additional cash awards if the 
winning employee wore safety 
shoes at the time his name was 
drawn. Regular showings of safe- 
ty films were begun, periodic in- 
spections of departments for haz- 
ardous conditions were made, and 
corrective measures were taken. 
Psychological warfare against 
accidents now began to take shape. 
It was felt that activities at the 
mill should be the 
home. To do this, a safety contest 
was started in the local schools. 
This required the children to com- 
pete with each other in preparing 
the best composition on accident 


carried into 


prevention and submit these com- 
positions to a panel of judges. For 
a time, many children of mill em- 


ployees, besides numerous others 


and Per- 
Paper 


Gc ¥. 


onnel Supe rvisor, 


Hutcuins is Safety 
ky isel 
Madawaska, Maine 


ted 
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who had no relatives working in 
the mill at all, were taking part in 
this activity. During this time, 
safety was being talked in the 
homes, and the contest proved to 
be a huge success. In addition, it 


PROTECTS HANDS 


against oil, paint, grime 


was felt that personal contact 
should be made through other me- 
diums. An employee publication 
was started. All this was in addi- 
tion to the established practice of 
employee safety committees, safety 
posters, etc. The wearing of safety 
equipment received additional en- 
couragement, and the sale of safety 
shoes leaped to a new high. 

It was evident about this time 
the the union presidents were be- 
coming more active in safety com- 
mittee work. Safety committees 


DU PONT PRO-TEK 


—a hand cream that 
acts like an invisible 
work glove 


YOUR WORKERS’ HANDS 
can be easily protected 
against paint, grime, and 
insoluble cutting oils with 
Du Pont PRO-TEK. This 
hand protective cream 
acts like an invisible work 
glove. Just have your 
workers rub it on their 
hands and arms before 
starting work. It washes 
off easily when the job is 
done—and takes all the grime 
with it. 

Ask your supplier for Du Pont 
PRO-TEK. OrwriteE. I.du Pont 
de Nemours & Co. (Inc.), Wil- 
mington 98, Del. 


BETTER THIN 


HAND PROTECTIVE CREAM 





were selected by the union presi- 
dents at their regular meetings. 
There again, safety was being 
talked about even at the union 
meetings. In order that proper 
recognition be given to the unions 
for their efforts in this program, 
in 1949 a new contest was started 
which provided each union mem- 
ber with a given amount of 
money. At the end of the year, 
the total membership of each 
union established the amount to 


be credited toward a banquet for 
that union. However, $50 was to 
be deducted for each disabling 
injury charged against the union 
concerned. This program had a 
definite effect on employees, caus- 
ing them to realize more fully 
their personal responsibility. It 
was interesting to see a very defi- 
nite reduction of both major and 
minor accidents immediately after 


this program was started. 











JOB HAZARD 


DONT RISK IT 
MILLER IT! - 





= 


Ea» 


vena 


a 
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IT’S MILLER’S JOB to keep workers safe on 


the job. 


The Miller belt No. 110AB is constructed 
from 3” four ply cotton webbing. Featuring 
a quick release buckle and wrench scabbard, 
this belt is especially designed for bridge and 
structural steel workers to provide comfort, 


safety and economy. 


Miller manufactures all types of safety prod- 
ucts for every industry, producing the finest 


and most complete line of safety belts in the 
industry. Send for informative catalog. 


SAFETY SUPPLY CO 


In Canada 
TORONTO 


ED EQUIPMENT CO., INC. 


FRANKLIN, 


PENNA. 


During 1951, we saw the great- 
est effect of these efforts in the 
almost perfect record for that 
year. The only disabling injury 
was caused March 5 when an em- 
ployee received second and first 
degree burns of the neck and face. 
However, he was back on the job 
after 7 days. During that year, 
the mill worked 1,681,037 man- 
hours, which placed Fraser Paper, 
Limited, in first place among the 
72 miles in the Group B Division 
of the National Safety Council 
Contest with a frequency rate of 
.59. It is the ambition of manage- 
ment and employees alike to break 
the industry record of 3,343,000 
man-hours established by Hol- 
lingsworth & Whitney Company. 

The best previous record es- 
tablished in this mill in 1932-1933 
was 374 days. This record was 
broken on March 14, 1952, when 
375 days were completed. 

The following tabulation gives 
the standings of the various de- 
partments. The hours and days 
listed below are taken from March 
5, 1951, to March 14, 1952, the 








MAKE 1953 
A SAFE YEAR 


Start off with a good Safet 
Committee and follow Paste 
with Safety Emblems, from 


WILLIAMS, 
WORLD’S FOREMOST 
EMBLEM MANUFACTURER 


OVER 30 STOCK BADGES 
TO CHOOSE FROM 


Immediate Delivery 
Write for FREE 32 Page Catalog 


1933 SERIES . Wa" dia., hard glazed 
enamel, heavily gold plated. Pin and safety 
lock catch, $10.50 doz. (plus Fed. Tax). 


CLARENCE WILLIAMS 
WILLIAMS JEWELRY & MFG. CO. 
Silversmiths Bidg., 10 S. Wabash Ave. 
Phone: CEntral 6-5018 Chicago 3, lil 
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date on which the mill record was 


broken. 


». of Hours 
Bond Finishing 074,219 
Bond Beaters 799,212 
Technical and Office 633,934 
Boiler House 356,221 
Catalog Machines 350,121 
Bond Machines 312,743 

*Catalog Finishing 303,577 
Yard, Stores & Watching 265,221 
Mechanical Maintenance 260,903 
Electrical Maintenance 173,212 
Machine 117,495 

Beaters 104,404 


Department 


Coating 


Catalog 


A second award, The Award of 
Honor, was also won because of 
an outstanding improvement in 
the reduction of accidents. 

The record will be recognized 
by the president of the company, 
Aubrey Crabtree, who will present 
the trophies won to J. W. D Hier- 
lihy, mill manager, in the very 
near future. At this presentation, 
it is expected that pictures will be 
taken and that the presentation 


ceremony will be recorded for a 


WITH THIS NEW 


ELECTRO-LOCK 
SAFETY SHIELD 


Another Junkin device that actu- 
ally ENFORCES safety, because 
grinder can't operate until shield 
is in position. Write today for 
our new booklet which gives full 
details of this latest 

protection against 

the dangers of 

grinder operation. 


JUNKIN SAFETY 
APPLIANCE CO., INC. 


101 SOUTH FLOYD ST., 
LOUISVILLE, KENTUCKY 
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rebroadcast over the local station 
at a later date, and a memento 
of the occasion will be passed out 
to each employee. 

It has always been the attitude 
of management that the positive 
approach to any new safety idea 
was much more effective than the 
negative approach. It is also ap- 
parent that with the honest rela- 
tionship in the field of safety 
between employee and employer, 
the individual employees can be 
seen doing their work in a safer 
manner. New employees are fol- 
lowed up more closely, both by 
the safety department and also 
their fellow workers, who are now 
getting away from the old-school 
method of “Let-them-learn-the- 


hard-way-we-did.” Safety con- 
sciousness is taking over where 
carelessness is steadily disappear- 
ing. 

Father: “You 
son. Follow my 
notice that I’m 
quiet.” 


talk too much, 
example. You'll 
generally pretty 


Son: “Yes, pop, but you've got 
more to keep quiet about.” 


A man finally bought a parrot 
at an auction after some spirited 
bidding. “I suppose the bird 
talks,” he said to the auctioneer. 

“Talk?” was the reply. “He’s 
been bidding against you for the 
past half hour.” 





New WELDING HELMET 


with Outstanding New Features 


Completely New Type of Helmet. The one-piece 
helmet shell is high-compression molded of lami 
nated fabric 
setting material 
heat and much less moisture 


phenolic impregnated. This thermo 
by being more resistant to high 
will hold 
its shape and weight far better than the ordinary 
vulcanized fibre 


spatter 


absorbent 


Its tough surface withstands weld 
It has been tested at 3000 volts against 


electrical conductivity. It is strong, smooth, easy 


to clean, and far more attractive in appearance 
New Lens Holder. The cover glass slides out from 
the front of the helmet, without disturbing the 
filter lens. There are no gaskets or other parts to 
come loose. Inner and 1s frames are 


press-fitted and riveted to the shell. Both lens and 


outer metal 





To replace, cover glass slides ovt 
without disturbing the filter lens 


cover glass are held securely but flexibly by steel 
springs. The filter lens is replaced from the inside 


also without the use of tools 


Before shipment, all helmets are checked for 


light leakage against high powered light 


Headgear is of smooth plastic, easy to wash and 
and then held 
firmly) to any head size. Oval in shape, it follows the 


sterilize. It is quickly adjusted 


natural outline of the head. A cork-padded sweat 


band, inexpensive to replace, is held by snap buttons 
The shell is hinged from the sides of the headgear on 
manually adjustable friction pivots which allow 


easy raising and lowering, 


springs hold the helmet in any desired position 





SACK SON 
= — 0G 


sold World-Wide ... 
through Distributors 
and Dealers 


| | SS A EE Se 
WARREN-MICHIGAN 





yet their concealed 


“,..1 urge employers 


to install the 


Payroll Savings Plan...” 


M. B. FOLSOM 


Treasurer, Eastman Kodak Company 


“Continued saving will play an important part in protecting us against a 
renewal of inflation. The person who saves contributes to the nation’s stability 
and to his family’s security. He can now also obtain a higher return on his 
investment than he could in the past, because of the improvements in Defense 
Bonds now offered by the U.S. Treasury. | urge employers to install the 
Payroll Savings Plan wherever practicable, and employees to take advantage 
of such plan. By investing regularly in improved Defense Bonds, Americans 
serve their nation’s interests as well as their own.” 


If your company does not have the Payroll Savings * payroll savers are putting aside $150,000,000 per 
Plan— month in U.S. Defense Bonds. 


les & H is é é t i “Veer i ~ . * . ** 

R I —z ne Neng thi ay and “sig ag the , Big the cash value of Series E Bonds held by individuals 

oss.” Urge that he “> carefully, Fs Folom __ on December 31, 1951, amounted to $34.8 billion- 
perb summary of the Payroll Savings Plan and its $4.8 billion more than the cash value of Series E 
benefits for employers, employees and our country. Bonds outstanding in August, 1945. 

The following figures should be particularly inter- 
esting to anyone not familiar with the wide adoption 
and the steady growth of the Payroll Savings Plan: 

* 45,000 companies offer their employees the Payroll 


Phore, wire or write to Savings Bond Division, U.S. 
Treasury Department, Washington Building, Washing- 
ton, D.C. Your State Director will show you how easy 


. ° i i ins F a ai ; » Pp, Ss bd 1. 
Savings Plan. it is to install and maintain the Payroll Savings Plan. 
* since January 1, 1951, enrollment in The Plan has 


increased from 5.000.000 to 7.500.000. p 

_ reased from r ‘ f If you have a Payroll Savings Plan, your State Director will show 
* in some companies, more than 90% of the employees you how to build employee participation through a person-to- 

are systematic bond buyers—in literally thousands person canvass that puts an Application Blank in the hands of 


A c é ae SS ae every employee. That's all you have to do—your employees will 
of other companies, employee participation runs yy agaciy 


60%, 70%, 80%. 














The U. S. Government does not pay for this advertising. The Treasury De- 


partment thanks, for their patriotic donation. the Advertising Council and OK) 


NATIONAL SAFETY COUNCIL s 
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brightness and brightness ratios, 
wiring, and light sources 
Approved under the procedures 
of the American Standards Asso- 
ciation, the new standard repre 


sents the combined views of all 


the various parties at interest in 
industrial lighting. 

Copies of the American Standard 
Practice for Industrial Lighting, 
All. 1-1952, will be available from 
the American Standards Associa 
tion, 70 East 45th Street. New 
York 17. and the Illuminating 
Engineering Society, 1860 Broad 


New York 23. at 50 
per copy. 


way, cents 


Ebasco Awards 
The Washington 


will 
Ebasco Gold 
nually to the 
Ine orporate d 


Water Power 
receive this 
Award 
Ebasco 


Company year's 
given an 
Services 
company 
showing the greatest reduction in 
accident frequency below the na 
electriv 


tional average for the 


utility industry during the past 
vear. 


\ ashingtor 


injury 


Water Power Com 


ao 


pany's index was 80.88 
per cent below the national aver 
age. Mississippi Power & Light 
Company, which took top honors 
last year, will receive the Silver 
Plaque for an injury index 76.63 
per cent below the national aver- 
age. Certificates will be given to 
the following organizations for 
injury indexes more than 25 per 
cent below the national average for 
United 
Gas Corporation, West Tennessee 


Gas Company, Mississippi Valley 


their respective industries: 


Gas Company and Arkansas Power 
& Light Company. 

In the International Group, Cia 
Luz (The 


receive 


Panemena de Fuerza y 


Panama Company), will 
the Gold 


index 46 


Plaque for an 
below the 


injury 


> per cent 


L. S. national average. Among 
Ebasco construction projects, the 
FE. M. Poston Steam Electric Sta 
tion Construction Organization 
receive the Gold Award for 
84.03 per 


below the national average for t! 


will 


an injury index cent 


construction industry. 








You’re 
never too tough 


for FIRST AID! 


9780-C 25x38 


eester, issued monthly 
other twe color posters 
end white on the foi 

the 1952 Poster 


ed monthly, is designe 
on annual subscript 


by Il 


Electrotypes of poster miniatures on this page are not available, 


MAKE THE MOST OF IT! 


HE 1952 Directory of Occupational Safety Posters 
T contains miniatures of 744 posters which are cur- 

rently in stock. All industrial members of the 
National Safety Council have received copies of the 
directory which contains top-notch selections on a 
great variety of subjects. 


The new 1953 directory, being mailed early in De- 
cember, will show posters that will be stocked through- 
out 1953. 


Posters miniatured on this page and the two follow- 
ing are NEW — produced for the first time this month. 
The posters shown in black-and-white on the two fol- 
lowing pages are actually printed in two or more colors. 

MAKE THE MOST OF YOUR POSTER SERV- 
ICE by selecting from the brand new posters 
shown on these pages each month and from the 
hundreds of illustrations in the Poster Directory. 


at CORNERS 


wateh where 
you’re going! 


This new four color poster is illustrative of the 
72 four color posters shown in the 1952 Poster 


Directory 


nor can payroll inserts be supplied. 
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Posters 








below are printed in two or more 
(Available only in sizes indicated) 


© TRADE-IN FOR 
SAFETY 


BEST DEAL IN TOWN 
GOOD TO 


rere ee 
NATIONAL Barery councn 


9662-A 8’ex1 12 





you workel 
SAFELY 
TODAY! 











omar meee 
WattOnae SBAPETY CoUNCIL 


9762-A 8x11 











THERE'S PLENTY OF WOE 1 
IN A BROKEN TOE, 


8x11 








9701-B 





17x23 


Electrotypes of payroll inserts can be furnished on all poster illustrations shown above. 


National Safety News, December, 1952 











Posters below are printed in two or more colors 


(Available only in sizes indicated) 





OTHERS SUFFER TOO 


WORK PLACE 








PLACE TO WORK all 
A r,0 





~ s s 


9747-A 8’ax11%2 : 8’ax11'2 


POOR JUDGMENT 


5 pi 


ad 


RESUS , ; 
IN ace 


“THAT OL BLACK MAGIC™ 
“CAN BE TRAGIC 


= 


= i Dont Overdrive 
YOUR SIGHT DISTANCE 


KEEP YOUR MIND ON DRIVING ON HILLS AT NIGHT 


V-9766-A 82x11!2 V-9765-A 82x11 V-9764-A 8'2x11'2 


Electrotypes of payroll inserts can be furnished on all poster illustrations shown above. 
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Radio and TV 
From page 46 


Council and whose organizing 
ability and legal experience were 
invaluable during its early years. 

}. William H. Cameron, safety 
director for American Steel Found- 
the 
first managing director and built 


world- 


ries, who became Council’s 


up an organization with 
wide prestige and influence. 

Che year after the Congress the 
National Safety Council opened its 
offices in Chicago with $1,400 in 
the treasury, and a staff consist- 
ing of Mr. Cameron, a secretary 
and a stenographer. The secretary, 


John 5. 


Council 


Lamont, returned to the 
staff a few years ago. 
members of the staff have 
been with the Council 30 years and 


12 have 25 or more years of serv- 


Five 


ice, 

Mr. Cameron and Mr. Dearborn 
discussed the growth of the Coun- 
cil and the expansion of its activi- 
ties from a primarily industrial 
organization into the fields of 
i school, and farm 


traffic, home, 


Don't Let ATHLETE'S FOOT 
Bench YOUR Players! 


A TA-C BUILDS MORE 


EFFEGTIVE TEAMS! 


swim 
ANY sports com 


HEALTHY teams 


teams 
pain 


WINNING 


with 


Athlete's 


the effi 
tire team 
Here's the Sound Tested Program 
for ATHLETE'S FOOT Control: 
1. ALTA-CO POWDER 
for the all-important f 
"i s commor = 
LESS THAN A 
- 4. amen ~ 


P r Tester 
2. ALTA-CO FOOT POWDER 
for dusting, gives additiona 


protectio 


tion. S$ s while drying 


shoes ar socks, this potent 


t r 
tle fungicide s its work where 


Athlete’s Foot fungi £ I 


3. ALTA-CO 300 H.D. FUNGICIDE 


washing of 


err m fi rs mica 
30 ti s h fungicidal ar 
l, giving fl the same 
anitatior be taker 

user of y fa t 


solutior 


Write for 36-page illustrated booklet, 
Athlete's Foot—A Public 


i 


Health Problem” 


safety as these problems were 
brought to the public’s attention. 
Although 500,000 lives had been 
saved through the combined ef- 
forts of thousands of safety people 
since 1912, the accident problem 
was becoming increasingly com- 
plex, calling for intensified efforts 
of all our people. 

“We hope the 1952 Congress, 
the fortieth one in history, will 
give us the ammunition and weap- 
harder and ever 


ons to wage a 


t 
a 


' 


{ 
\ 


PSF 


more successful war on accidents. 
But while we need the support 
of all public spirited organizations, 
all organizations of volunteer 
safety workers, of the public infor- 
mation media, and of every in- 
dividual citizen, we can never for- 
get the debt we 
safety pioneers who attended the 


owe to those 


first Congress in 1912.” 


Character is not made in a crisis 
it is only exhibited. 


“THE SAFE WAY OUT!” 


Fire and Panic 


EXIT DEVICES 


@ In fire or panic, and in tough 
daily use, Von Duprin exit devices 
always assure a ‘“‘safe way out.” 


In schools, factories, theaters, public 


doorways of all types and sizes. 


buildings—wherever safe exit holds 


lives in the balance 


Von Duprin devices on duty. And in 
your plant, you will find Von Duprin 
a ready answer to every exit situa- 


tion. The Von Duprin line is the 


you will find 


FREE! Copy of the new 
Von Duprin catalog section 
describing VA and A Spe- 
cial devices especially 
designed for your service re- 


quirements. Write: 


most complete in the industry, in- 
cluding drop-forged rim and vertical 
rod type devices for single and double 


WESTPORT, CONNECTICUT VONNEGUT HARDWARE COMPANY + VON DUPRIN DIVISION + INDIANAPOLIS, IND. 


National Safety News, December, 1952 101 





A Chance Discovery 


Because Robert Smith-Johann- 
son once found ice forming on his 
nose while he was skiing, industry 
has learned how to perform an 
important job that once seemed 
nearly impossible — making sil- 
icone rubber stick to steel. 

Steelways, the magazine of the 
American Iron and Steel Institute, 
says that “getting silicone rubber 
to stick to steel was a problem 
that might unpardonably have 
been called a stickler.” Doing this 


is important because silicone rub- 
ber is necessary to absorb shock 
and vibration, as in engine mount- 
ings. 

However, an outstanding qual- 
ity of the family of chemical com- 
pounds known as silicones was its 
inability to stick to much of any- 
thing. They were used, in fact, to 
coat molds so the molds could be 
easily removed from metal, and 
were even used as lubricants on 
some textile fibers to prevent them 
from sticking together. 





FIRST Proucde Protection 


Improved Foot Guard 


"SANKEY" FOOT GUARDS consist essentially of a metal shield 
to be worn over the shoe whenever the foot is in danger of being 
either crushed or cut. The metal shield is designed to furnish a maxi- 
mum amount of protection to the entire front of the foot—not 

weg but also to the instep against hazards from 
falling, rolling or flying objects, or from accidental tool blows. Write 
TO-DAY for literature or a trial pair. 


ELLWOOD SAFETY APPLIANCE COMPANY 


merely the toes a 


219 SIXTH STREET 





Equipped with full Sole 


ELLWOOD CITY, PENNA. 














“SANKEY” Foot-Shin Guard 


These guards are being used by adz oper- 
ators, cattle herders and shacklers, pneu- 
matic tool operators and handlers of 
piled scrap, steel, pigs, billets, etc. 


“SANKEY” Shin-Instep Guard and 
Knee-Shin-Instep Guard 


Designed for and used by the paper 
pulp, forest service, sugar cane work- 
ers, etc. 











But Smith-Johannson, a young 
chemist, found while working at 
General Electric Company that ad- 
hesion is based on continuity of 
structure. Ice sticks to ice, or to 
the nose which is mostly water and 
thus presents good continuity of 
structure with an icicle. 

The chemist knew the surface of 
silicone is packed so densely with 
inert methyl groups that an ordi- 
nary outside molecule couldn’t get 
its foot in the door. By patient 
matching of molecular structure he 
found a substance that fits. Today 
this substance is finding new uses. 
It holds silicone rubber cushions 
between delicate instruments and a 
vibrating engine. A single coat 
takes the place of the two or three 
coats of rubber cement and the 
elaborate baking once required. 

And now the adhesive is also 
used to make siiicone rubber act 
as a bond between combinations 
of other substances, such as alu- 
minum, brass, tin, magnesium and 
stainless steel. “As a_ scientist 
Smith-Johannson could very well 
testify, it pays to be nosey,” the 
article concludes. 


Ankle Action Suction 
Grip, Always Flat 


MAKES 


Johnson Crutch Tips 
the Choice of Thousands 


You can buy them in most ortho- 
pedic hospitals and drug stores or 
order direct. 


65¢ a pair, postpaid 
A DANDY CANE TIP. 


Manufactured of high grade flexible 
rubber on the same principle as our 
popular ladder 
shoes which are 
used in all in- 
custries and a 
common sight 
on ladders of 
workmen in 
every city and 
town. 
Safely yours, 


OHNSON ;ior'co EAU 
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Announce Registration for 
Safety Training Courses 
REGISTRATIONS are available in 
the Safety Tech- 
niques course to be held at Na- 
tional Safety Council he adquarters 
January 19-23 and April 13-17. 
[his 


safety directors, graduates of “the 


Management 


course is designed for 
“Fundamentals” course, and men 
with many years of experience in 
the safety field. 

Openings in the Fundamentals 
f Industrial Safety course are 
available for February 16-20, 
March 9-13, May 11-15 and June 
8-12 

For information write Miss Bet- 
ty Litwin, registrar, Safety Train- 
ing Institute, National Safety 
Council, 425 North Michigan 
Avenue, Chicago 11 
Employees Sponsor 
Slogan Contests 

Results of the September Safety 
Slogan Contes first of a series 
f monthly contests conducted at 
the Naval Air Station, San Diego, 
have just been announced. An un- 
these contests is 


usual aspec t of 


EMALFON* 
SINGER’S INSULATED 
GLOVE 


A new kind of glove (pat. app. for) 
ideal on hot jobs that do not e: 

700 degrees. Made from three thick 
nesses of material: Outer layer of terry 
cloth, treated to make it flame-resist 
ant; inner layer of all-wool for added 
insulation; and third layer (next to 
skin) of soft, fleeced cotton. This com 
bination gives flexibility and long 
wear. 

In many cases it has replaced the 
asbestos glove at a big saving. Fine 
for extra warm welding jobs 

If not available trom your safety equip 
ment dealer, write us for information 
and prices. Also—ask for literature on 
our complete line of safety gloves. 
“Trade Mark Reg. U. & Pat. Of. 


SINGER 
GLOVE MFG. CO. 


860 W. WEED ST. CHICAGO 22 
Work Gloves That “Sing” 








that they are being sponsored by 
an independent employee group, 
the North Island Association. 

First prize of $10 was won by 
Mrs. Ethel M. Thompson of the 
Electronics Division, Overhaul & 
Repair Department, who sub- 
mitted the following: Be a Patient 
Pedestrian — NOT a Pedestrian 
Patient. 

One-year extensions of member- 
ship in the North Island Associa- 
tion were awarded to: 

C. Simonson of the Design Sec- 


tion, Public Works Department, 
for the slogan: The Blood Bank 
Needs Your Blood. Don’t splatter 
it on the highway. 

James C. Cameron (a 72-year 
old tool room employee), for: 
Don’t be Pigheaded and make a 
Road Hog out of yourself. 

In future contests a specific as- 
pect of safety, such as safe indus- 
trial conditions and _ practices, 
holiday safety, safety in the home, 
motor vehicle and pedestrian safe- 
ty, etc., will be designated. 





60 DAY TRIAL OFFER 


We will ship prepaid your trial 
order for any amount of Onox 
and footmats. You pay nothing 
unless fully satisfied after 60 
days’ use. 





Stop Athlete’s Foot! 


SKIN TOUGHENING! 


ONOX 
SPONGE RUBBER 
FOOTMAT 


Used by Over 70% of the 
Largest Industries in the United States 
No splash « No mess ¢ No waste e Odorless 

Easy to maintain ¢ Nothing to get out of order 

Men like Onox e It relieves tired, aching feet 
Modern research has upset the old theories about Athlete's 
Foot control. Skin specialists now say that the best chance 
of preventing Athlete’s Foot is to improve the condition of 
the skin. That's what Onox does. Onox mineral salts 
toughen the skin and make it resistant to fungus growth. 
No fungus growth—no Athlete’s Foot. 


fo] to) Oa lL, [os 
DEPT. DI,I21 SECOND STREET 


SAN FRANCISCO 5, CALIFORNIA 


WARLHOUSES: BROOKLYN, CLEVELAND, 
NEW ORLEANS, LOS ANGELES 
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IT LOCKS —IT HOLDS Saver 


SAFETY DEVICE 
FOR LADDERS 


Prevents Injuries by Falling 


EASILY TO INSTALL 


Fastens to Rung, Peg, Pole or Frame 


SIMPLE TO OPERATE 


Men Can Climb—No Instruction 


SAFETY SPECIFICATIONS 


High Safety Factor— 
Will Not Rust or Corrode 


Write for Folder 


Safety Tower Ladder Co. 


P.O. BOX 1052 BURBANK, CAL. 











\ 


SAFETY LIFELINE LOCK 
for SCAFFOLDS and SWINGS 


Locks automatically and instantly. 
Slips on ordinary rope lifeline at 
ground. Moveable up or down with 
man. In instant locking position at all 
times whether stationary or being 
moved up or down 

Snaps into safety belt, no adjusting 


Safety Tower Ladder Co. 


1024 Burbank Bivd. 
Burbank, Calif. 














The Exhibitors 
—From page 39 


Lightfoot Schultz Co 
Louisville Ladder Co 
Lowery Brothers 
Luther Manufacturing Co., Inc 
Macwhyte Co. 
Maico Co., Inc. 
Mars Signal Light Co 
Marsh & McLennan, Inc 
Masury-Young Co. 
McAn, Thom, Safety Shoe Divi 
Melville Shoe Corp. 
McDermott, Julian A., Cory 
McDonald, B. F., Co 
Medical Supply Co. 
Melflex Products Co., In 
Metal Arts Co., Inc 
Metallic Products Manufacturing Cor; 
Metropolitan Life Insurance Co 
Michigan Electronics, Inc. 
Milburn Co. 
Miller Equipment Co., Inc 
Mine Safety Appliances Co 
Multi-Clean Products, Inc. 
National Safety Council 
National Society for the Prevention of 
Blindness 
Occupational Hazards, Inc 
Oil-Dri Corp. of America 
Onox, Inc. 
Orthopedic Equip Co 
Osborn Manufacturing Corp 
Pac-Kit Co. 
Packwood, G. H., Manufacturing Co 
Parachute Corp., of America 
Parker Sweeper Co 
Patent Scaffolding Co., lh 
Permamix Corp. 
Porto-Clinic Instruments, Inc 
Positive Safety Manufacturing 
Protectoseal Co. 
Pulmosan Safety Equipment Cor; 
Pyrene Manufacturing Co 
Racine Glove Co., Ini 
Randolph Laboratories, Inc 
Reece Wooden Sole Shoe Co 
Riegel Textile Corp 
Rockwood Sprinkler Co 
Rose Manufacturing Co 
Saf-Leg Co. 
Safety Clothing & Equipment Co 
Safety First Products Corp 
Safety First Shoe Co. 
Safway Steel Products, Inc 
Salisbury, W. H. & Co. 
Sani-Mist, Inc. 
Schrader’s, A., Son Divn 
Scott Aviation Corp. 
Sellstrom Manufacturing Co 
Sentry Shoe Co., 
Divn. General Shoe Corp 
Shields Rubber Co 
Sittler Corp. 
Smith, A. O., Corp. 
Standard Safety Equipment Co 
Steel Scaffolding Co., Inc 
Stepan Chemical Co 
Stephenson Corp 
Stonehouse Signs, Inv 
Stop-Fire, Inc. 
Sugar Beet Products Co 
Surety Rubber Co. 
Surty Manufacturing Co 


Taylor, S. G., Chain Co 

Tennant, G. H., Co 

Timmins Splint Co. 
Trinal, Inc. 

nion Wire Rope Corp 

Inited States Dept. of Labor 
Inited States Safety Service Co. 
Universal Leather Co 
Vestal, Inc. 
Wagner Sign Service, ln 
Watchemoket Optical Co., Ine. 
Wash-Rite Co., Inc. 
Waverly Petroleum Products Co 
Welsh Manufacturing Co 
West Disinfecting Co 
Western Lithograph Co 
Wilkins Co., Inc. 
Williams Jewelry & Manufacturing Cx 
Willson Products, Inc. 
Wheeler Protective Apparel, Inc. 
Winko-Matic Signal Co 
Wolverine Shoe & Tanning Corp 
Wyandotte Chemicals Corp 


Personals 
From page 68 


with national and local safety 
council committees, the American 
Society of Safety Engineers and 
other organizations dedicated to 
safety. 

He was? born in Munnsville, 
N. Y., and later moved to Beloit, 
Wis., where he received his school- 
ing. He joined the Kemper organ- 
ization in Chicago in 1927 and 
years later was transferred to San 
Francisco as district safety direc- 
tor. His present home is Los Altos, 
Calif., where he is devoting his 
time to his hobbies of gardening 
and sketching. 

He is succeeded by Ru HARD 


P. Hirx. 


WittiaMm HArGADINE, Jr., re- 
gional director of the U. S. De- 
partment of Labor’s Wage and 
Hour and Public Contracts Divi- 
sions in Pennsylvania, Maryland 
and Delaware, has been elected 
chairman of the Federal Safety 
Council of Philadelphia for 
1952-53. 

C. V. Kriecer, safety superin- 
tendent, Naval Aviation Supply 
Depot, was elected vice-chairman, 
and G. E. Ecnau, Safety Engineer, 
U.S. Marine Corps Depot of Sup- 
plies, was re-elected secretary. 

Rear Admiral R. J. Arnold, 
Commanding Officer, Naval Avia- 
tion Supply Depot; Brig. Gen. 
R. R. Thornton, Commanding Offi- 
cer, Philadelphia Quartermaster 
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Depot; Dr. R. E. Lothrop, Direc- 
tor, Bureau of Agricultural and 
Industrial Chemistry; E. A. Clark, 
Safety Director, Frankford Ar- 
senal; and E. A. C. Hallman, 
Safety Superintendent, Philadel- 
phia Naval Shipyard, were elected 
to the Executive Committee. 

The Council was founded in 
1948 for the promotion of indus- 
trial safety in the more than 80 
Federal bureaus and installations 
in the Philadelphia area. 


MERRILL E. Kisy has been ap- 
pointed to the Employee Relations 
Department of American Cyan- 
amid Company as Director of 
rraining. M. Gorpon BAKER re- 
places him as supervisor of the 
Training Section of the Company’s 
Calco Chemical Division. 

Serving as coordinator of the 
various training programs, Mr. 
Kilby will assist division and plant 
managers with problems in the 
field of employee and supervisory 
training. Mr. Baker is responsible 
for general supervision of Calco’s 
training program. 

Mr. Kilby was graduated from 
the University of Maine in 1931 
with a B.S. Degree in chemical 
engineering. He joined Calco in 
1932, where he served until his 
recent appointment. 

A graduate of Rutgers Univer- 
sity in 1936 with a B.S. degree in 
Education, Mr. Baker has been 
with Calco since 1941. He was ap- 
pointed to the Division’s Training 
Department in 1949, 





Obituary 





R. T. SOLENSTEN 


Rupo.tpu T. SOLENSTEN, vice- 
president of Elliott Service Com- 
pany, Mt. Vernon, N. Y., and a 
former vice-president of the Na- 
tional Safety Council, died Novem- 
ber 1, following a short illness. He 
was 65 years old. 

Mr. Solensten came to the Na- 
tional Safety Council in April 
i919 as assistant to Sidney J. 
Williams who was then chief engi- 
neer for the Council. Previously 
he had been with the Industrial 
Commission of Wisconsin. In 
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REDUCE 
ACCIDENTS! 


@ Getting the facts when an accident happens 


@ How to back safely @ Crossing the center line 


@ Driving too fast for conditions @ Preventive maintenance 


® Tailgating is @ dangerous © How to stay out of trouble 


practice 


at intersections 


write for FREE PREVIEW 


Wi ight 


STUDIO 


DEPT. 616 469 E. OHIO ST. * CHICAGO 11, ILL 














When employees hands are comfortable 


and properly protected by the right gloves for the job: 


N-36 medium weight 
all neoprene glove, 11" 
length. Snug curved 
fingers, non-slip grip 
surface afford almost 
barehand dexterity, 





@ there are fewer work stoppages 
@ injury claims decrease 
@ work goes faster, production increases 
—all at lower per glove cost to your plant! 
Long-wearing liquid-tight neo- 
prene Stanzoil industrial gloves re- 
sist damage from acids, oils, sol- 
vents, caustics. 32 styles, weights, 
sizes, colors. New PIONEER cata- 
log shows you at a glance how to 
select the most efficient and eco- 
nomical gloves for each operation. It 
pays you to write for your copy today. 


Industrial Products Division 
The PIONEER Rubber Co. uss” Suet 


Quality Gloves for over 30 Years 











No Time Wasted! 


WHEN WORKERS WEAR 


STAGJAFE 


WINDSOCKS 


The Safety Hat Liners 
That Need No Installation 


9” length $2.64 Doz. 
11” length $3.00 Doz. 


Windsock is a throw-away type head covering that's easy to use. 
Inexpensive—it actually costs less than the time alone spent by a 
worker in installing or in removing a permanent type liner. Warm, 
lightweight and snug-fitting, Windsock puts an end to those chilly 
drafts that whistle between the safety hat shell and cradle. 


Write for Descriptive Bulletin No. 571 


STANDARD SAFETY EQUIPMENT COMPANY 


232 West Ontario Street, Chicago 10, Ill. 











COMPARE THE QUALITY! 
CHECK THE PRICE! | ws 


otection for Less Mo 


+ Better Pr 


You Ge 


The protection of your workers’ eyes can be 
achieved surely and at big savings with Eyegerd Goggles. Highest in quality and 
comfort, they feature: impact-resistance ...super-lightweight .. .10-way ventilation through 
3 vents at side of cup and 7 vents around lenses. Write for free catelog today. 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 
350) LAKESIDE AVENUE CLEVELAND 14, OHIO 
DIVISION OF THE BURDETT OXYGEN COMPANY, CLEVELAND, OHIO 


Mestroted is the 
No. 331 Grinders 


gies. A comple 
range of other 
ovail- 


are 
at savings. 


R. T. Solensten 


1921 he was placed in charge of 
the Council’s poster service which 
grew in usefulness and circulation 
under his direction. He also did 
much to develop the Council’s an- 
nual Safety Calendar. 

Mr. Solensten left the Council 
August 31, 1926, to become asso- 
ciated with Elliott Service Com- 
pany. In that capacity he contin- 
ued to take an active part in the 
Council’s activities, serving as a 
director from 1932 to 1950, and 
as vice-president for membership 
from 1934 to 1947. 


Beyond the Slide Rule 


From page 28 


thousandths of an inch. Rolling 
mills of similar design will roll 
an ingot or bar to similar shapes 
and specifications. 

What has just been said about 
equipment does not apply to man. 
Man is an individual not born to 
mathematical specifications. He 
has some chance of partial replace- 
ment in parts such as arms, legs 
or an eye. He is only replaced at 
ceath by another newborn child. 
Man is replaced biologically, not 
from a stock pile. 

Equipment is usually replaced 
by a combination of improved de- 
sign with a view to increased pro- 
duction at lower costs. In other 
words, obsolescence pushes equip- 
ment into the discard; on the 
other hand, maintenance offsets 
depreciation. Man creates and de- 
signs to improve our way of liv- 
ing, which inevitably opens up 
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new hazards, both physical and 
mental. 

Each year we learn of industrial 
equipment increasing in scope and 
power and of course getting to be 
more of the push-button type of 
controls which replace the brains 
and brawn of yesterday. 

I would like to invite my fellow 
engineers to assist in developing 
interest and appreciation of the 
power developed by modern in- 
ventions. Modern devices are too 
often far average 
man’s mental acceptance. F Tr in- 


beyond the 


stance, each year automobiles 


incorporate more precision and 


control, yet man’s use of those 
controls decfeases, and for proof 
consider highway traffic accidents. 
I like the old timer who said, “My 
horse used to buck and shy if he 
heard a train approaching a cross- 
sometimes he 
auto! 

Un- 
less I take my foot off the acceler- 
ator and apply the brakes there 


ing: doggoned, 
would stop dead. But my 


Well, it has no horse sense. 


will be an argument between a 


train and my auto, and we will 


not win the argument.” 
into 
which engineers direct their educa- 


There are many channels 


tion and knowledge. Many are 
engaged in the broader fields of 
met hanic al. electrical and chem- 
ical engineering while others spe- 
direct their efforts 
along the line of research. There 


is at least one field as a full-time 


cialize and 


occupation into which the engi- 
That 
is safety, which in the final anal- 


neer has ventured but little. 


ysis is chiefly human engineering, 
or working with people. 

It is that 
there is a large school of thought 
that 
safety is a metal protection where- 


interesting to note 


which adheres to the idea 
as it is largely mental appreciation 
and application. Safety, therefore, 
goes a long way beyond physical 
and personal protective devices. 
There is urgent need for more 
technical and supervisory interest 
in safety, men who not only know 
can 
lead, men with personality and the 
ability to talk 
their fellow men. 


their engineering, but who 
convincingly to 

Those respon- 
sible for safety are in reality co- 


yrdinators of many interesting 
industrial 


safety co- 


parts of a_ successful 
plan. For 


ordinates the executive, supervisor, 


instance, 
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For dependable operation of dry 
chemical fire extinguishers under 
all conditions, watertight construc- 
tion is critically important. All 
Ansul 20-B and 30-B Models are 
of water-tight construction. 

Many thousands of these extin- 


JOE TAKES AN ANSUL FIRE 
> EXTINGUISHER EVERY 

TIME HE GOES DOWN. 

HE KNOWS THEY ARE 
\ WATERTIGHT! 





guishers have been exposed to all 
types of adverse weather condi- 
tions. Yet, to our knowledge there 
has been not one case of faulty 
operation due to entry of water or 
atmospheric moisture. 


SEE PAGE 3 


step up to the 


Dayton Safety Ladders pay 
their own way. The “safety level’ 
working platform makes high jobs 
*“ground-safe’’ — helps prevent 
costly ladder accidents. Check the 
“big 6" features that make Dayton 
your best buy. 


1. Rail guarded “safety level” platform. 


2. Locks in place automatically. 
» Rubber safety shoes. 
- Light weight—great strength. 
. Economically priced. 


- Complete size range 3’ to 16’ 
in height. 


safety 


safety level. 


Daylon 


ladders 




















Write Dept. D for Bulletin 


Daulon 
safety ladder co. 
2339 Gilbert Ave. CINCINNATI, O, 


In Canada 
SAFETY SUPPLY CO., TORONTO 





Welder’s Safety Apparel 


) 


Steel-Grip welder’s safeguards are expertly designed for 
comfort, service and protection. Only the best of materials 
are used in Steel-Grip Industrial Safety Apparel, which has 
been manufactured since 1910 to exacting safety specificas 
tions by skilled workmen. 


—e 
No. 13475 YY 


TRY THE NATION'S No. 1 
WELDER'S GLOVE. You will 
be convinced. 

These gloves ore made from @) fines? 
grodes of chrome split lecther (also 
mode in one-finger and full mitten styles) 
@ The back is cut in one piece eliminating 
seams on back of hend which burn through 
and rip when exposed to heat. (3) Wool 
fect breoker stitched inside bock pro- 
vides good insulation against heat dur- 
ing entire life of glove. @ Seams are 
welted for extra strength of ail points 
of greatest wear. (9) Thumb 

seom full-welted. Try STEEL 

GRIP quality 


ONE-PIECE LEATHER APRONS 

Chrome leather bib type apron. One-piece com 
struction — no seams. Also made in asbestos, lomes 
proofed duck, etc. Choice of lengths in all mater als; 
made plair or steel reinforced. We also manufac. 
ture o complete line of waist type aprons, special 
reinforced aprons, and split type aprons. 


¢ Pm 


HALF JACKETS AND CAPE SLEEVES 

Chrome leather weider's half jacket also available 
in asbestos and fameproofed duck. Small, mediun 
and large sizes. Extra large and jumbo on request 
Complete line of welder s clothing, gloves and mittens. 


SPATS, LEGGINGS, COATS, PANTS, ETC. 


leather, Asbestos and Flameproofed Duck 


worker, family life, and welfare. 
It is realized and accepted that 
those who enter this field should 
be prepared to develop human re- 
lations, and should be prepared 
to respect opinion and the human 
body. Where a man works is 
where occupational accidents oc- 
cur, and flesh and blood unpro- 
tected mentally and physically is 
no match for modern equipment 
The ideas of de- 
signer, builder and operator must 
be coordinated. 

No safety program is satisfac- 
tory unless it is definitely under- 
stood that safety is a fifty-fifty 
proposition for man and his bread- 
earning devices. In other words, 
it must be understood that safety 
for men and equipment has super- 
seded “Safety First.” Safety for 
men and never mind the equip- 
ment, it can be replaced by the 


or processes. 


company, is a one-sided proposi- 
tion. The cost of damage to equip- 


Catalog on request 


INDUSTRIAL GLOVES COMPANY 
@ corporation 
1703 Garfield Street 
Danville, Ilinois 
(in Canada: Safety Supply Co., Toronto) 
FAMOUS INDUSTRIAL SAFEGUARDS SINCE 1910 


ment, like compensation and medi- 
cal treatment, is charged to the 
cost of production. 

There is another question. Tak- 
ing into consideration the scope 
of regulations which cover indus- 
try, a thorough knowledge of such 
codes and regulations and work- 


Steel-Grip 


INDUSTRIAL 


TRacGt-maee 
To be Sure of the Genuine 
Demand This Irade Mark 


men’s compensation is essential to 
the engineer. I would go so far as 
to say that graduates from univer- 
sities should have a working 


PROTECT OPERATOR knowledge of Federal and Provin- 


AND GUIDE PINS 


Effectively guard 
against injury to op- 
erator, die and press 
on operations where 
bushings leave the 
guide pins. Protect 
pins and bushings 
from chips and dirt 
when entire pin and 
bushing are covered. 
Inexpensive, easy to 
attach, 


cial codes and regulations. 
Accidents Are Big Business 
If these facts were thoroughly 

understood I believe greater em- 

would be placed 


phasis upon 


safety and human relations. In 
many instances management is not 
fully aware of the facts about acci- 
dent costs, money which is, of 

Here is Industrial Safety at a Big Saving = charged to the finished 
af Time end Meaney. Just the wey they fhe it product of any industry. Through 
> with Color, Humor and eresting Pictures the courtesy of Mr. E. E. Sparrow, 

that impr chairman of the Ontario Work- 
men’s Compensation Board, the 
following round figure statistics 
indicate the magnitude of accident 
costs. Losses to productive effort 


Felt Oiler Ring in 
top units provides 
POSITIVE 
lubrication 
: \ “Your Safety News” is designed to do for 
your safety department what nationol adver- 
tising does for the sales dept. of any fast 
selling commodity and it applies to all in- 
dustries alike. 


WRITE TODAY FOR DESCRIP- 
TIVE FOLDER AND PRICE LIST 


may amount to four times the cost 
IT 1S A CONTINUOUS “SAFETY REMINDER” THAT 
KEEPS EMPLOYEES ALERT TO SAFETY. 


Write for samples and prices. 


FRANK O. SHOEMAKER, Publisher 
9151 So. Winchester Ave., CHICAGO 20, ILL. 


of patching accidents. 

Since the Ontario Board became 
law in 1915, the colossal sum of 
around $300,000,000 has been ex- 
pended to recompense employees 
and their dependents for industrial 
injuries, Under Schedule One of 
the Act, and during the past ten 


Nome—___ 


Address ___ 


——— 


Sell Safety to Your Employees by 


Wiesman Manufacturing Co. SF aiey teanierie 


31 South St. Clair Street * Dayton 2, Ohio 
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years, $120,000,000 was expended 
to take care of one million acci- 
dents reported by an annual aver- 
ige of 32 During 
the same ten years there were 
2,097 fatal accidents. Two other 
important facts are: the average 
time lost for a temporary disability 
a permanent 
disability averages 135 days to the 


000 employers. 


is just over 35 days: 


date when a pension is established. 
Here is an important field whose 
n scratched. 
There are also millions of dol- 
lars lost (a) in the training of 
(b) disruption of pro- 
duction, (c) mental and emotional 
effects upon fellow workers, (d) 
public relations, (e) 
equipment damage often asso- 
ciated with personal injury. 
During 1951, 202,645 accidents 
costing $24,999,520.75 were re- 
ported to the Workmen’s Compen- 
sation Board of Ontario. Remem- 
ber this happened in the educated, 
enlightened and civilized Province, 
of Ontario. As such it is a chal- 
lenge to our intelligence because 
only a fraction of these accidents 
could be attributed to causes be- 


surface has hardly bee 


new men, 


impaired 





COTTERMAN 
WELDED STEEL SAFETY LADDERS 


For Filing Rooms—Stock Rooms—Vaults 


EASY 
TO MOVE 


EASY 
TO CLIMB 


NON-SKID 
STEPS 
45”"—5 Step 
New improved design now being made from i" 
diam. round furniture tubing 
Mounted on Swivel Brake Casters which allow the 
ladder to be rolled freely when no one is on it. 
When you step on the ladder the rubber cushioned 
egs rest on the floor and prevent rolling. 
Made in 7 heights:—18” 2 Steps, 27” 3 Step, 
36” 4 Step, 45” 5 Step, 54” 6 Step, 63” 7 Step, 
72” 8 Step. 

All are made in either 20" or 26" width. 
Send for Circular No. 52-N and prices on these 
ladders and our full line of Wood Rolling 
Ladders. 

Manufactured by 


I. D. COTTERMAN 


4535 N. Ravenswood Ave. Chicago 40, Ill. 
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yond the injured person's control. 

To offset accidents many indus 
well-organized safety 
To protect employees, 


tries have 
programs. 
they spend sums far in excess of 
the requirements of Workmen’s 
Compensation Acts. On the other 
hand, there are many who con- 
tinue to rely solely upon govern- 
ment safety organizations. The 
Workmen’s Compensation Board 
of Ontario has, during the past ten 
years, allocated around $350,000 
annually for safety promotion, a 
sum much too low for prevention 
work when compared to the mil- 
lions required for patching and 
burying mistakes statistically re- 
ferred to as compensation and 
medical aid cases and fatal acci- 
dents. 

It is sincerely hoped that safety 
will not only receive more recog- 
nition in the industrial field, but 
also in public life. 

“It is a fact,” said R. W. Dia- 
mond, vice-president of the Con- 
solidated Mining and Smelting 
Corporation, “that engineers take 
but a small part in public affairs, 
Publicity is far removed from 
their objective.” 

Of the engineering profession 
an ex-president of the United 
States, Herbert Hoover, said; 
somewhat satirically: 

“The profession does have its 
woes. The engineer’s work is out 
in the open where all men can see 
it. If he makes a mistake, he can- 
not, like the doctor, bury it in a 
grave. He cannot, like the archi- 
tect, obscure it by trees and ivy. 
He cannot, like the lawyer, blame 
it on the judge and jury. He can- 
not, like the public official, change 
the name of it and hope the voters 
will forget. Unlike the clergyman, 
he cannot blame it on the devil.” 

Tribute is paid to the employer 
who, having established safety, 
continues to promote this humani- 
tarian service for his employees. 
To the employee, a reminder is 
offered that cooperation in the 
safety program is a contribution 
to his own security and that of his 
dependents. Accidents are prevent- 
able only through an organized 
program in which engineers are 
asked to take an active part. 

It is much more intelligent to 
prevent than to patch. Remember 
accidents are a challenge to edu- 
cation, teaching and skills. 





WHERE 


TO GET THE PROTECTIVE APPAREL DESIGNED 
TO FIT THE MAN AS WELL AS THE NEED 


WHEN 


YOU WANT IT— 


WHEELER 


PROTECTIVE APPAREL 


Write or phone: 


BIRMINGHAM 

SAFETY ENG. & SUPPLY CO. 
BUFFALO 

THE ELWOOD COMPANY 
CAMBRIDGE, MASS. 

CUTTER, WOOD & SANDERSON CO. 
CHARLESTON, W. VA. 

SAFETY FIRST SUPPLY CO. 
CHICAGO 

PROTECTIVE EQUIPMENT INC. 
CINCINNATI 

THE E. A. KINSEY CO. 
CLEVELAND 

SAFETY FIRST SUPPLY COMPANY 
COLUMBUS, O. 

ee 3 E. A. KINSEY CO. 


ALLA 
ENGINEERING SUPPLY CO. 
DAYTON, O. 
THE E. A. KINSEY CO. 
DETROIT 
THE CHAS. A. STRELINGER CO. 
HOUSTON 
ALLIED SAFETY EQUIPMENT CO. 
INDIANAPOLIS 
THE E. A. ——— co. 
KANSAS CITY, M 
SAFETY INCORPORATED 
LOS ANGELES 
E. D. BULLARD COMPANY 
MILWAUKEE 
ue EQUIPMENT INC. 
IL 


SAFETY ENG. & SUPPLY CO. 
NEW YORK CITY 

W. S. WILSON CORPORATION 
PHILADELPHIA 

GUARDIAN SAFETY EQUIP. CO. 
PITTSBURGH 

SAFETY FIRST SUPPLY COMPANY 
ROCHESTER 

THE ELWOOD COMPANY 
ST. LOUIS 

SAFETY INCORPORATED 
ST. PAUL 

CONTINENTAL SAFETY EQUIP. CO. 
SALT LAKE CITY 

INDUSTRIAL SUPPLY CO. 
SAN FRANCISCO 

E. D. BULLARD COMPANY 
SYRACUSE 

— SUPPLY COMPANY 


eet FIRST SUPPLY COMPANY 


WHEELING 
SAFETY FIRST SUPPLY COMPANY 


WHEELER PROTECTIVE 
APPAREL, Inc. 


MO 


226 W. 
Huron St. 


Wiaaeay Cheese "° 








LOST 
MAN HOURS 


Why don’t you 
install 
“Safety-Walk”? 


STOP FALLS by protecting the 
danger spots of your plant or 
building with‘“SAFETY-WALK”’ 
Non-Slip Surfacing. This tough, 
mineral-coated fabric provides 
traction wherever the danger of 
a fall is present. Pays off in 
accident prevention, better em- 
ployee relations. 

“SAFETY-WALK” sticks at a 
touch. Needs no adhesive. Long 
lasting. Unaffected by water and 
grease. 





FREE SAMPLE! 
Write today for free “SAFETY-WALK" 
sample and complete information. Ad- 
dress card orletter to Minnesota Mining 
& Mfg. Co., NSN-122, St. Paul 6, Minn. 











arrety- wate 


. a ’ 
my Made in U.S.A. by Minnesota Mining 


~ ee «=6& Mfg. Co., St. Paul 6, Minn also 
makers of “Scotch” Brand Pressure-sensitive 
Tapes, “Scotch” Sound Recording Tape, ‘‘Under- 
seal’ Rubberized Coating, ‘‘Scotchlite” Reflective 
Sheeting, “3M” Abrasives, "3M" Adhesives. Gen- 
eral Export: 122 E. 42nd St., New York 17, N. Y. 
In Canada: London, Ont., Canada 
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Calendar Contest Winners 
for October 


First prize in the National Safety 
Council’s Safety Calendar Contest goes 
this month to J. H. Hillhouse of Mem- 
phis, Tenn. The theme 
was watch out for monkey business. 
Mr. Hillhouse’s last line adjudged 
the best of all those submitted. It was 


“handled 


in this contest 


was 


A good friend should be 
with care.” 

Second prize went to Margaret Wat 
rous of Hamden, Conn., for this line 
Foul play is for chumps; champs play 
fair. 
awarded to Lenore 
for the 


Third prize 
Pyle of Colorado Springs, Colo., 


was 


following line: 
Vever trip, flip or grip unaware! 
The limerick for October follows 
Tricky Mickey 


where— 


played rough every- 


On the curb of the schoolground or 
stair. 
es 


Now he knows he was di 


‘Cause he hurt his best chum 


Thirty $5 awards were issued to: 

J. Klunck, Sheboygai, Wis. 

Mrs. K. E. Carver, Muscatine, Ia. 

F. J. Benscoter, Hutchinson, Kans. 
Miss Louise Surgison, Secretry, West 
Pittsburgh, Pa. 
Ryan, Mt. Alton, Pa 
Hingham, Mass 
Fahey, White 


Penn Power Co., 
Mrs. William I 
Mrs. Roger P. Stone, 
Mrs. Dorothea C. 

Plains, N. Y. 
Mrs. Walter 

N. J. 
Mrs. 

Minn. 
Mrs. D. W. Hansen, Decatur, Il. 
Maxine Kowalski, Grand Rapids, 

Mich. 

Michael Carnevale, Tailor, 

Woolen Co., Columbus, Ohio 
Mrs. Urban Schlitz, 

Minn 
Anna Engelhardt, 

dale Lumber Co., 
Mrs. Blanche M. 

ton, D. C. 

Mrs. Helen S. Stevens, 

La. 

Robert S 

Minn. 

Mrs. C. H. Stone, Macon, Ga. 
Mrs. J. L. Roy, Shreve; ort, La. 
Miss Marion H. s, New Or- 
leans, La. 
Ruth Van Dusen, San Francisco 
Mrs. Rill Hasan, North Bend, Ore 
Mrs. Betty M. Davis, Rosemead, Calif. 
Ray N. McCann, Gilford, Mont 
Joe Slosarcik, Socony-Vacuum Oil 
Gary, Ind. 
Merrill Jr. 


Willard, Rutherford, 


Albert W. Becklund, St. Paul, 


United 
Minneapolis, 
( hic 


Chicago. 


Salmon, W 


igo & River- 
ishing 
New Orleans, 


Martin, Sauk Rapids, 


Sami = 


Company, Inc., 
Barbara Schneider, 
School, Oshkosh, Wis. 
Mrs. Margaret Stillwell, Exeter, Calif. 
Mrs. Casey Miller, The Dow Chemical 
Co., Bay City, Mich. 
Horace Ditchfield, 
Bud Farmer, 
Morocco. 


High 


Oxnard, Calif. 
French 


Casablanca, 


Harne sow 
UNIFORMS 


arort 


SLACK SUITS 
COVERALLS 


* JUMPERALLS 
* WORK DRESSES 
* CAPS 


@ Serviceable 
® Durable 

® Washable 

@ Colorfast 

@ Sanforized 


RANDLES Manufacturing Co. 
2 CAROLINE ST. 


OGDENSBURG, N. Y. 








Try THE NEW NON-TOXIC 
FOOT LOTION FOAM-X 
AND THE NEW SURPLUS 
RESERVOIR MAT. 


Y CASE, OF 
E’S FOOT IN 


Don’t Say possible.” 
Make A ss Obligation 
Test. See For Yourself 


Write for details and reports 
FOAM-X CO. (S-2) P.O. BOX 1266 
SANTA BARBARA, CALIFORNIA 
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Green Cross News 


From page 48 


cago will teach the courses and 
local chapters will promote them. 

A vote of thanks was extended 
to Herbert H. Greenwald, assist- 
ant treasurer, NSC, for preparing 
and presenting a revised up-to- 
date standard accounting system 
for use by chapters. 

Definite progress in connection 
with the Pension Trust Plan for 
Chapter staffs, was reported and 
it is hoped to have the plan in 
operation soon after January 1. 


“Safety Unlimited” 

“Safety Unlimited” is a project 
of the Camas-Washougal, ( Wash.) 
tri-community safety organization 
and a fine example of citizens pull- 
ing together as a team to reduce 
the waste of accidents of all types. 

On October 4, the organization 
held a one-day “Safety Caucus” 
for the people of Clarke County. 

The Safety Department of the 
Crown Zellerbach Paper Company 
is responsible for organizing 
“Safety Unlimited” and set up the 
project in order to acquaint the 
citizens of the Camas area with the 
seriousness of the off-the-job acci- 
dent problem and the need for do- 
ing something about it. 

At the “Safety Caucus,” home. 
farm and child safety programs 
were featured. There was also a 
session on home and farm, fire 
prevention and another on the fire- 
The after- 
nducted as 
safety, farm 


irms safety problem. 

on sessions were c¢ 
ups in home 
a young drivers group and 

nt session of child, traffic and 

istrial safety. 

Arthur B. Langley 

the banquet speaker at the 


(,overnor 


ning session. 

“Safety Unlimited” was organ- 
ized early in 195] by the mill 
people in response to public de- 
nand for a type of safety educa- 

that would make homes and 
iighways as safe as the mill. Plant 
records disclosed that only one 
third of the disabling accidents 
1ong Crown Zellerbach employ- 
ees occur while at work. 

Thirty organizations were repre- 
sented at the first meeting of 
“Safety Unlimited” and at present 
50 organizations are united in the 
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STAQAFE 


MAROON FABRIC 


Resistant to: 
Oils @ Tars 
Naphtha @ Many chemicals 


@ Grease 


Lightweight, long-wearing StaSafe fabric garments 
are impregnated and cured with our neoprene latex 
compound—developed and perfected in StaSafe re- 
search laboratories. They assure dependable pro- 
tection, while offering flexibility for worker comfort. 


Maroon Fabric Aprons Are Particularly 
Useful for Oily Jobs! 


Our research department will help you develop 
protective garments for your particular needs. Write 
giving full details. 


Send now for descriptive Bulletin No. 573 


STANDARD SAFETY EQUIPMENT COMPANY 


232 West Ontario Street, Chicago 10, Illinois 














Be fresh... 


olay fresh | 


wear Cover’s 


FOG-PROOF 
GOGGLES 


Famous “Nod & Shake” Type 


Used by thousands, for years, to 
protect eyes against gases, dusts, 
fumes, smoke, paint spray. Can be worn 
with any make respirator. Frames 

are of soft, pliable rubber that give 
air-tight fit on any shape face. A few 
drops of water placed in patented 
groove keeps fog from forming on 
inside of single lenses. An easy nod 

and shake of the head keeps 

lenses clear indefinitely. 


Mente "ED yp 


H. S. COVER, South Bend, Ind. 





program. Each group undertakes 
separate projects or several join 
their efforts in large programs but 
all are carried out as a project of 
“Safety Unlimited.” All interested 
groups in the area are working ac- 
tively and harmoniously for the 
common cause. 


Inter-Piant and Inter-Fleet 
Awards 
An interesting award feature at 
the Managers Conference was the 
presentation of inter-city plant 


“Add More Bradleys NOW and inter-city fleet contest awards. 


The presentations were made by 
Because Bradley Washfountains provide the D : L. Corb he S d * 
maximum in sanitation they help prevent un r. B. L. Corbett at the Saturday 
necessary absences... Each of 8 or 10 persons luncheon, Oct. 18. The winners 
is provided with clean running water from the 
central sprayhead, and, with foot-control - 
hands touch nothing but the cleansing water Inter-Fleet: Group [- -Hampden 
. ater Sow ie - off when users County Accident Prevention Coun- 
eave the ashfountain . ° - . . ° 
’ cil; Delaware Safety Council; 


DUO-Washfountains Bradleys provide more facili SONS od ee 7 - 2 
Sar Gencilen Washoooms ties in less space Decide / J 3 | Columbus Chamber of Commerce. 


now —Catalog 5204 will help : 7 | Group II, Eastbay Chapter; Du- 
- For business you select the correct type | ms ¢ = 
aiieeat onit in BRADLEY WASHFOUN | luth Chamber of Commerce; 
| stitution labora TAIN CO., 2237 W. Michi nee Peoria Association of Commerce. 


ori I zan St.. Mil k 1, W ‘ A . 

ue ae en See - Inter-Plant: Middletown Safety 
as . * ~ ~ . 

Reniitiities eaeie Council; Greater Grand Rapids 


' two persons Bz, Safety Council; Hampden County 
aia cae, Ga Accident Prevention Council. 
control—no faucets to touch, 

moximum sanitation Harvey Booth Resigns 
scam “re ae Harvey Booth, manager of the 

; Bh te as : ; Arkansas Safety Council, resigned 
F Make Sturdy recently to enter the insurance 
field in Maryland. Booth, a for- 
PUNCH POES” GUARDS mer member of the NSC staff, has 

managed the Arkansas organiza- 
tion since it was set up some years 
ago as an official council originally 
supported by state funds. Recently 
an effort was made to finance the 


PERFORATED group through private funds. 
STRI PS Managers on NSC Board 


The three new members of the 
Board of Directors of the National 
Here's an economical and permanent so- Safety Council who will represent 
lution to your problem of quarding punch the Conference of Local Safety 
press dies. We furnish 6” wide strips nage ie 
with slotted perforations which can be Organizations during the coming 
easily and inexpensively formed into year are, Dr. B. L. Corbett, execu- 
— guards to fit any punch press. tive director, Milwaukee Safety 
rips carried in stock have a single row 5 age? . , 
of ¥%” wide slotted holes. Sheets with Commission; Joseph M. Kaplan, 
multiple rows or a combination of slots secretary-manager, Greater Los 
: =p . forat t c~ . 
od and squares con be perforated to you Angeles Chapter, NSC; and Harry 
specification. 5 4 ; ] 
Properly constructed guards of these per- H. Brainerd, executive manager, 
forated strips will receive prompt ap- Western Pennsylvania Safety 
standardized safety guard parts for build- proval by insurance and safety inspectors. : 
ing sturdy guards for gears, belti and Permit us to send you complete informa- 
other dangerous moving parts. tion. chosen by vote of the members of 
the Conference and then recom- 


The ° | mended to NSC nominating com- 
Cl dalalehiole: & ale mittee for final Board approval. 


PERFORATING Co. “Kentucky Safety” 


5645 Fillmore Street, Chicago 44, Ill. A well-edited, well-written 
114 Liberty Street, New York 6, N. Y. safety council publication called 


were as follows: 




















Council. The representatives are 
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Kentucky Safety has just made its 
bow as the official periodical of 
the Kentucky Safety Council, Inc., 
and the Governor’s Coordinating 
Committee for Highway Safety. 
Judson Edwards is the editor. The 
masthead carries the names of 
Mrs. Henry J. Burt, president of 
the State Safety Council, one of 
the few women who head safety 
organizations, and Commissioner 
Charles Oldham, chairman of the 
Governor’s committee. Charles B. 
Jones is executive secretary. 


San Jose Industrial Service 


The Santa Clara County Chap- 
ter of NSC announces new safety 
services for its industrial mem- 
bers throughout San Jose and the 
county “he new program will in- 
clude sunteer safety inspection 
and consultation, on request, by 
top flight safety personnel in the 
area; safety instruction courses 
for foremen and employees; per- 
sonal help for plant committees; 
conference participation; a 
monthly news letter: quarterly in- 
dustrial safety meetings; periodic 
interplant and inter-fleet contests; 
1 circulating safety film library; a 
speakers bureau; and help in plan- 

ng home safety training. 


“Blueprint for Safety” 


The Worcester County Safety 
Council conducted a two-day in- 
dustrial safety conference on Nov. 
5-6, promoted as a “Blueprint for 
Industrial Safety.”” Manager John 
Greene reports an excellent attend- 
ance and a most interesting pro- 
gram. The sessions were directed 
by Glenn F. Griffin, director of 
industrial training, NSC Chicago, 
and Gilbert Garland, director of 
training, Westinghouse Electric & 
Manufacturing Co., Springfield. 


Elects New President 


The Oklahoma City Safety 
Council announces the election of 
William Gill, Jr., as president of 
the organization. Mr. Gill, who 
has been secretary-treasurer of the 
Safety Council, is general manager 
of the Steve Pennington Construc- 
tion Company. He succeeds Leland 
S. Vance, who has headed the safe- 
ty council for the past six years. A 
citation of appreciation for his 
vision and ability was presented to 
Mr. Vance by his fellow Board 
members at a special meeting. 
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STAQJAFE 
ALL-WEATHER 


FIRE BLANKET 


for instant fire protection 


Instantly available for use, the All- 
Weather Fire Blanket hangs on a 
simple bracket—needs no container. 
It folds compactly out of the way, 
yet removal is easy and instanta- 
neous. 

Constructed of vinyl coated fibre 
glass, this blanket may be used in- 
doors or out—wherever a possible 
fire hazard exists. 


76x60” 
Write for Bulletin No. 574 


* STANDARD SAFETY 
__ EQUIPMENT COMPANY 


a 232 W. Ontario St., Chicago 10, Illinois 








TRAFFIC NEVER STOPS 


when you repair 
your floors with 


PERMA /7 


THE ALL-TEMPERATURE PATCH— 
SETS INSTANTLY 


EASY STEPS 10 FOLLOW: 


@ Clean area to be patched. Apply primer supplied in 
drum. Prime about 2” outside of patch. 

@ Fill area with PERMAMIX, just as it comes from 
the package, allowing sufficient material for 
slight crown. Permamix feather edges. 

@ Tamp solidly in place and resume traffic immediately. 


No mixing, waiting or production delays when you repair 
your floors the easy, fast PERMAMIX way. Comes in 
handy, durable 50 lb. net weight fibre drums. 





PERMAMIX WILL NOT FREEZE! Will not “set” in 
drum. Can be stored indefinitely in any tem- 
perature. Write for booklet. 











PERMAMIX CORPORATION 
155 W. Wacker Dr. * Chicago 1, Illinois 








TO CARBON MONOXIDE, 
EXHAUST FUMES 
AND ODORS 


CATALYTIC EXHAUST 


(A Houdry Catalyst Development) 
Reduces CO to a safe level 





Kills all fumes and odors from exhaust gases of 

internal combustion engines using white gasoline. 

Assures absolute safety for employees, and in- 

creases efficiency. 

Simple, sturdy construction, rupture-proof under 

explosion. 

Replaces original muffler without changing clear- 

ances .. . and easy to install. 

OXY-CATALYST INC Gives 2,000-2,500 trouble-free hours of operation 
’ ' after which catalyst is quickly replaceable . . . and 

Wayne, Pa. at low cost. 

Tested and listed by Underwriters Laboratories 

Air Pollution Control Inc., and used in many of the nation’s leading 

Power and Energy industrial plants 

Waste Heat Recovery 














WRITE FOR FULL DETAILS AND SPECIFICATIONS 


and mention this magazine 








The STORY of the BROKEN 
GRINDING WHEEL! 


A whirling grinding wheel can 
tell its own story of havoc when 
it breaks . . . But in this case 
Perks Safety Washers do the 
telling! 
A test conducted by the Sta- 
Safe laboratories used Perks 
Safety Washers and an 8” 
grinding wheel cracked in two 
places. At 5,000 RPM—an outer 
surface speed of 12,500 feet per 
minute—Perks Safety Washers 
held the wheel intact! 
Guard against possible tragedy 
-write now for bulletin No 
570 containing complete infor- 
mation about Perks Safety 
Washers 


STANDARD SAFETY EQUIPMENT COMPANY 


232 W. Ontario Street, Chicago 10, Illinois 








Report on a Safe Job 
—From page 64 


5. Getting Safety Across. 

Summary of previous meetings, out- 
line of Corporation Safety Policy and 
delegation of responsibility for safety 
to line supervision. 

At the conclusion of each meet- 
ing, discussion and quiz periods 
were held. Summaries of each 
meeting and safety pamphlets were 
distributed. Extensive use was 
made of visual aids—films, slides, 
charts, graphs—during these meet- 
ings. 

It was the experience of this 
contract, that, while employment 
figures doubled and reached their 
peak (400 men), after these meet- 
ings the number of first aid cases 
remained constant. It was also im- 
mediately following thes. -neetings 
that the longest period of safe days 
(358) and safe hours (638,300) 
was compiled. 

A number of craft meetings for 
foremen were held during the 
project, at which both safety and 
production were discussed. Safety 
suggestions were incorporated in 
the mimeographed daily work 
schedule. Posters, letters, signs, and 
rule books stimulated safety think- 
ing among workers. A “Safety 
Clock” was erected to show the 
safe days and hours for the job. 
Manhours and accidents for each 
craft employed were listed on the 
board below the clock, as a means 
of stimulating competition between 
the crafts. 

Safety inspection by designated 
personnel was maintained through- 
out the job. Such physical hazards 
that could be corrected or. the spot 
were called to the attention of the 
foreman who could best correct 
them. Unsafe acts were immedi- 
ately called to the attention of the 
individual. Verbal or written re- 
ports were made to the job super- 
intendent where numerous hazards 
existed, where hazards or unsafe 
acts remained uncorrected, or 
where correction of hazards r 
quired a considerable outlay 
labor or material. 

These were the mechanics 
this program—what about its re- 
sults? 

Statistically, the record com- 
pares favorably-—the 1950 fig- 
ures of the National Safety Coun- 
cil for the construction industry 
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of 19.34 for frequency and 2.72 
for severity. A_ similar project 
by Dravo—a new river lock 
previously constructed — reported 
frequency and severity of 5.4 and 
i.8 respectively. The results of 
the safety program at Lock No. 2 
showed completion of 1,038,300 
man-hours, with only three acci- 
dents involving the loss of time, 
for a frequency of 2.91. There 
were 679 calendar days lost time 
charged against this job for a 
severity rating of .653. Further 
breakdown of injuries reported 
show a total of slightly over 1,300 
first aid cases and 129 cases 
treated by physicians which did 
not involve loss of time. Infections 
were practically non-existent, 
largely because considerable stress 
was placed on the necessity of 
reporting injuries. 

As indicated by the days lost, 
the 8-million dollar project, the 
reconstruction of the riverward 
lock chamber, was completed 
without fatality. 

Analysis of injuries and evalu- 

of the safety effort showed 
several points of the program 
which were in need of strengthen- 
ing for future operations. It was 
indicated, for instance, that in 
spite of what was considered to 
be good performance under excep- 
onally difficult circumstances, in- 
creased efforts are needed to pre- 
vent minor injuries from manual 
iterial handling and housekeep- 


it was, on the other hand, indi- 
cated that the physical means of 
rotection provided machine 
ruards, scaffolds, handrails, etc. 
were successful in the prevention 
of accidents. With these lessons in 

ind, an increased amount of ef- 
fort is now being expended along 
the lines of safety education of 
both foremen and workers. Dravo, 
now undertaking a second con- 
tract at the same location the 
reconstruction of a 720-ft. land 
hamber of Lock No. 2, Monon- 
gahela River—has put into oper- 
ation under the Corporation’s 
training program an indoctrina- 
tion plan stressing safe work 
practices and safety thinking. The 
basis of this plan is a four-hour 
program for all employees adapt- 
able with minor changes to re- 
education of old employees or in- 
doctrination of new men. 
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See you in Cleveland 2 


JANUARY 19-22 


PLANT MAINTENANCE SHOW 
Booth 123 

















We want you to see Albina 
Swing Stages in operation. 
You can judge for yourself 
the smooth, safe operation 
and the savings it affords 
you. Units are electric and 
air operated and may be 
used as a single stirrup. 








Type “a” 
ie Cream 
CAN CLOSED WHEN NOT IM 
Made mm USA. 


Ae ae we 
. BOSTON meas 


Chere’s a type of Derm-Eez for every job 


Skin protection for the industrial werker against stains and irritations 
from contact with adhesives, alkalies, paints, inks, pigments, oils, cements, 
waxes, petroleum and hydro-carbon solvents, wood preservers, etc. 

Write today for cur free catalog 
on Halco Specialties. 


A. E. Halperin Co. Ine. Boston 18, Mass. 











Work Positioning with 
Portable Elevator 


For many work holding and positioning 
jobs involving long or awkward work 
pieces, the Barrett portable elevator often 
Work- 


applications for which portable 


provides a convenient method. 
holding 
elevators may be used include drilling, 
punching, sawing and welding jobs. 
These 


moderately priced units have 


adequate for a » range of port 

evator applications, such as: stack 
materials and goods to gain floor 

serving storage racks; loading and 
handling barrels, 
Bulletin 5131 
on portable elevators will be mailed upon 
request. 

Barrett-Cravens Co., 4609 S. West- 
ern Blvd., Chicago 9. 


Item Ne. 1 


oading motor trucks; 
and overhead maintenance 


Fast Drying Floor Patch 


An improved, high-speed method to re 
pair holes, ruts and other imperfections 
in concrete floors is now available in a 
product known as Superset Tampatch. 
Essentially, all that is needed is to clean 
and bond the surface to be pat hed, dump 
in the required material and tamp firmly 
into place. The patched area may be 
placed in service almost instantly. The 
patch becomes smooth with moving traffic 
and will withstand extremely heavy loads. 

United Laboratories, Inc., 16801 
Euclid Ave., Cleveland 12, Ohio. 


Item No. 2 
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safety equipment for industry 


Manufacturers are invited to send in announcements of new 
products, or improved special features. = items which 
b 


e published. 


can be considered as "news" to our readers wil 


Air-Cushion Innersoles 


Air-cushion innersoles, made of foam 
latex, are now featured by Safety First 
Shoe Co. Three smartly styled dress shoes 
for executives and foremen feature the new 
innersoles, which are also included on 


several types of regular work shoes. The 
foam latex construction consists of thou- 
sands of tiny air cells which 
resilient, comfort under the 
foot. Write for free catalog to 

Safety First Shoe Co., Dept. N1, 
Holliston 5, Mass. 
Item No. 3 


provide 


protective 


Traffic Wax 


Beautiflor traffic wax, a product that 
cleans as it waxes, has been formulated 
by Johnson chemists to provide a water- 
free maintenance method for wood, lino- 
leum, cork and terrazzo floors. It replaces 
soap-and-water scrubbing because dry 
cleaning agents in the product remove dirt 
from the floor as the wax is applied. 

Use of the wax prevents the build-up 
of wax around baseboards and in other 
light traffic areas as it dissolves old films 
as it is applied and leaves a new durable 
coat of protective wax. The product is 
also ideal for new types of plastic tile 
flooring now on the market but should not 
be used on rubber or asphalt tile. 

S. C. Johnson & Son, Racine, Wis. 


liem No. 4 


Transverse and Cutting Plier 


A transverse and cutting plier of a new 
type has many uses in the industrial, elec- 
trical and hardware fields. With this plier 
it is possible to reach into confined places 


and make a clean flush cut. It is also 
useful in precision work where ordinary 
oblique and end cutters are too bulky. 
A replaceable tempered steel spring keeps 
the plier in open position without the 
necessity of opening by finger. Also avail- 
able without the leaf spring, if preferred. 

Made in 6-inch size only. Refer to No. 
204-6L for plier with leaf spring, and 
No. 204-6 for plier without leaf spring 
when contacting the manufacturer. 

Mathias Klein & Sons, 3200 Bel- 
mont Ave., Chicago 18. 


ltem No. § 
Carboy Rocker 


Getting the last drop from a carboy, 
safely and efficiently, is now made possible 
by the new Morse carboy rocker with 
emptying attachment. The attachment 
allows the carboy rocker to hang from a 
chain hoist or crane over the vat until 
emptied. The attachment, with two wheels 


which run on the rocker parts, has a lock 
hook which holds the carboy rocker in the 
upside-down position. 

The Morse Mfg. Co., Syracuse, N. Y. 


lrem No. 6 


Plastic Discs for Traffic Lanes 


The use of three inch diameter tapered 
plastic discs reduces constant painting of 
traffic lanes. The highly visible bright 
yellow, or white discs are feather edged, 
tapering up to 4% inch high warn vehicle 
operators or pedestrians by sight as well as 
feel. 

Called Saf-T-Line Markers, these new 
discs are injection molded, solid color 
throughout, of Tenite II, a plastic with 
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Further information on these new products and equipment may 
be obtained by writing direct to the manufacturer or to National 
Safety News. Accompanying coupon is for your convenience. 


remarkable qualities of toughness and 
durability, has slight to no effect by oil, 


ordinary cleaning solvents. 


Spaced approximately 24 inches apart, they 


easily applied to any floor or road. 


grease, or 


The Campro Sales Co., Industrial 
Products Div., 1300 Fourth St, S.W., 
Canton, Ohio. 


Item 


Fire Fighting 


A combination fire extinguisher cart 
equippe j with three extinguishers designed 


to combat all types of fire is now avail- 
able. This “Handy Fire Dolly” is a mobile 
unit and is easily wheeled into the emer- 
gency area. The proper extinguisher can 
then be selected and brought into action 
at once. 

The dolly includes a vaporizing liquid 
extinguisher, a dry chemical extinguisher 
and a water-type extinguisher with an anti- 
freeze charge making it practical for inside 
or outside use on fires caused by wood, 
paper, textile or rubbish. A carbon dioxide 
extinguisher may be substituted for this 
last extinguisher if danger of electrical, 
gasoline, oil or paint fires is more extreme. 

General Detroit Corp., 2272 E. Jef- 
ferson Ave., Detroit 7. 
ltem No. 8 


Work Gloves 


A new grip is available in “Armor Grip” 
work gloves. Made with closed, flexible 
metal zippers permanently bonded to fin- 
gers and palms in synthetic rubber, these 
provide effective gripping action and long 
wear along with pliability. 

These gloves are manufactured in all 
sizes and styles for jobs requiring maxi- 
mum protection for palms and fingers. 

The Surety Rubber Co., Carrollton, 
Ohio. 


Item No. 9 
Linemen’s Accessories 


A new curved elbow linemen’s rubber 
sleeve made without seams, being com- 
pletely formed and vulcanized in one piece 
using chromium plated steel molds under 
great hydraulic pressure is now available 


The molding process of manufacture is 
recognized as an effective curing method 


for controlling the physical and electrical 
properties of finished rubber sleeves. This 
new curved elbow is overcoming the oppo- 
sition to wearing protective sleeves. 

Only the highest grade of natural rubber 
is used. It is strained to thoroughly re- 
move all foreign matter and is com- 
pounded to give the stock high dielectric, 
toughness, long age and flexibility. 

The growing use of aluminum wire 
created a demand for a container made of 
insulating material to serve as a means 
for carrying to pole tops the corrosion 
preventive paste used to coat conductor 
joints. The use of the Joint-Paste Pot 


eliminates the possibility of short circuits 
occurring as may happen if the paste is 
applied directly from metal containers 
The pot provides not only additional 
safety for the linemen but affords the 
most convenient method of handling the 
material. A rubber hook is provided for 
attaching to a hand line, for hanging the 
pot to adjacent equipment or to a belt 
loop. 

Full information on both new products 
is available. 

W. H. Salisbury & Co., Morgan 
and Kinzie Sts., Chicago 22. 
ltem No, 10 


Outdoor Lighting 


This asymmetric outdoor lighting unit 
No. 420 spreads the light efficiently and 
effectively. The prismatic construction 
directs the light which would normally 
fall on the wall into useful zones. Ten 
feet above ground with 200-watt lamp, a 
semicircle of 35 feet radius resulting in an 


117 





of 0.5 
The unit « 


illuminated. 
mounted on the ex 


average 


terior of any building It lends itses‘ 
equally well for rial and residential 
Non 


bulb replacement 


Holophane Co., Inc., 342 Madison 
Ave., New York 17. 


Item N 


locations nee required except 


Electronic Motor Shutoff 


motors can 
g troubles 


with the newly dev ped ¢ onic motor 


F 
bl] ] i i be« use 
they rec 5 ft i tr vacuum tanks 
The result is other liquids 
are drawn up » the motor turbines and 
g This | ‘ 


and time losses 


repairs 
The electror endent 


wiring system 


trodes mounted parallel at the base of the 
turbine. It is « 
drop of water crossing these 
cause them to break the circuit, shutting 
off the cannot be 


1imed that as little as one 
electrodes will 


motor The 


motor 
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safety equipment for indust 


Manufacturers are invited to send in announcements of new 
products, or improved special features. a items which 


can be considered as "news" to our readers wi 


started again until the electrodes have 


been dried, vac tank en ptied filter drained, 


and the motor switch turned off and back 
on. 

Multi-Clean Products, Ine., 
Ford Parkway, St. Paul 1, Minn. 


ltem N ! 


2277 


New Lift Trucks 


Two new lift truck models have 
released by the Hyster Co. They 
8,000-pound capacity truck and 
pound capacity model. Both are gasoline 


powered and mounted on pneumatic tires. 


Designed as an ideal “outside” truck, 
the “ZA-80” a heavy-duty 
truck that can be operated efficiently in 


as out. The “XA-60”" 


industrial 


doors as wel model 


tv versior incor 
itures 
th shorter wheel 
base ind ov gth 
Amor tl I ‘ features of 
both tru i long-iile utch that can 
be con 
than 


en ! stalled in less 


y-duty disc 


ind 
type i t brakes that 


minate many 
maintenance problems. Both 
ise powerltul industri s designed 
especially for work lift trucl Descrip- 


tive literature is availabl 


Hyster Co., 2902 N. E. Clackamas 
St., Portland 8, Ore. 


A 


Service if 


Portable Yard Ramp 


Addition of the Magcoa 


1esium yard ramp to its line 


portable mag 
f materials 


handling products is announces Mag 


nesium Co. of America 


The ran has been desig 


1 mater indling problem 


unload freight cars from the g 
facilities are av 


existing facilit are congested 


where no tilable or 
The port 
able ramp may be obtained in five stand 


ard sizes. All are 30 feet long but vary 


be published. 


in widths of 60 and 70 inches 
range from 6,000 to 


Capacities 
16,000 pounds, ca 
pacity being the combined weight of the 
load and the materials handling equipment 
transporting the load over the ramp. 
Quarter round safety curbs with inne 
edges rounded to protect equipment are 


used along the top sides of the ramp. 
The ends of these curbs are capped with 
an end casting which tapers to each corner 
Bridge type underbracing 
strength with minimum 


of the ramp 

offers maximum 
weight. The ramp in use is positioned 
in front of the freight car door and one 
end is raised by means of a_ hydraulic 
lifting mechanism. The lower enc is on 
the ground which prevents the ramp from 
being forced out of the car during loading 


operations 


Magnesium Co. of America, 1515 
N. Kilpatrick Ave., Chicago 51. 


em N if 
Gap in Fire Defenses Closed 


An air foam that chokes off big fires 
in alcohol and other water soluble solvents 
has been developed by Pyrene engineers 
who state that it is effective against ail 
flammable liquid fires, in such as gasoline 
ind benzine as well as in water soluble 


solvents 


The new fo 


plic ation where there are mixed oil and 


1s expected to have wide 


ohol hazards. These are increasingly 


present as more and more oil refineries 


get int the industrial chemicals field. 
The new alcohol-resistant foam is said to 
be many times more stable than air foam 
foam. Its effective life is 
ilmost 50 times greater than that of other 


While half the 


what is considered a 


or chemical 


foams regarded as stable 
water drains from 
good foam in 10 minutes, the half-way 
drainage time for the new foam is 12 
hours 

Because the alcohol-resistant foam covers 
an extinguished fire for hours afterward 
with a protective blanket, it prevents re- 
igniting. This protection is important in 
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Ew satety equipment for industty 


Further information on these new products and equipment may 
be obtained by writing direct to the manufacturer or to National 
Safety News. Accompanying coupon is for your convenience. 


sed by 
flames break oose and 
shed areas. The 
esistant Foam Compound, 


product, 
bles which are immune 
alcohols ! other water 
the ethers, esters and 
water, an affinity which 
foam as fast as it is 
The new foam clings well 
vertical surfaces. Although 
1 other foams, it is somewhat 
has complete resistance to 
by solvents. The foam was 
essfully in tests required by 
rs’ Laboratories and U. L. ap- 
use on fires in all water soluble 
ind other hydrocarbons is 
x ‘ ted 

Pyrene Mfg. Co., 560 Belmont Ave., 

Newark 8, N. J. 


em N 


“Curtain of Light” 


ic safety guard for power 

» stopped on the down stroke 
dern adaptation of the “elec- 
principle. This equipment pro 
perator from injury even if a 
should bur out, or power 


equipment should fail 


pment operates efficiently ove 
of line voltages and is not 
ormal fluctuations or surges. 
is “curtain” of light permits 
gaps betwee ght beams as 
with conventional light relays. 


standard curtain” widths is 


I juipment 1s lesigne d for 

free operation ler rigorous 

} me Pilletiy giving full 
is ay il able 

Electronic Control 


E. Forest Ave., Detroit 


Corp., 1573 
Mich. 


Noise Analyzer 


e Type 420-A sound analyzer 
se, sound and vibration sig- 
r component frequency bands. 
y analysis is equally as im 
measurement of noise intensity 
nery and blows oise, indus 
ne, and acoust contracting 
The high- and low pass fil- 
be independently adjusted in 
octave. A simple interlock 
permits the pass-band width to be fixed 
any multiple of 14 octave 


he position 
of this pass-band can then be adjusted 
throughout the audible range by a single 
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analyzer exceeds specifica 


control The 
tions of the American Standards Associa 
tion for filter-type sound analyzers 


The device is housed in a saddle-leather 


case and a shoulder strap allows the in- 
strument to be used while the operator 
is walking about. The analyzer includes 
a calibrated attenuator, an indicating meter 
meeting ASA Standards, and an output 
jack for general purpose filter applica- 
tions. The unit may also be used as an 
amplifier having a range exceeding 20 to 
20,000 cps. Bulletin on request 

Hermon Hosmer Scott, Inc., 385 
Putnam Ave., Cambridge 39, Mass. 


Item No. 17 


Plastic Eye Shield 


Weighing only 114 ounces, an all-plastic 
eye shield that provides low-cost eye pro- 
tection in semi-hazardous oferations has 
! } 1 by Bausch & Lomb Optical 


’ 
veer ‘ a 


‘0. The shield has a flexible, one-piece 


curved acetate lens which can be replaced 
by bending and snapping it in or out of 
place. Called Bal-spec, the shield can 
also be worn over regular or corrective 


safety giasses to prevent lens pitting and 
scratching. Available in crystal clear or 
green acetate for glare protection, lens 
conforms to U. S. Bureau of Standards 
requirements, 

Bausch & Lomb Optical Co., Roch- 
ester, N. Y. 


Item No, 18 


Dock Board 


Addition of a new model to their line 
of standard magnesium dock boards is 
announced by Magline, Inc. Designed for 
truck loading operations, these standard 
boards are pre-fabricated in a wide range 
of sizes to meet the requirements for 
nearly all ordinary loading activities. They 
eliminate in many instances the need for 
custom-made equipment. 

Of all magnesium construction, the new 
unit combines bridge design strength with 


extreme lightness and easy, one-man han 
dling. The new board is manufactured in 
two rated load capacities: 1,000 lbs. per 
axle, and 2,000 Ibs. per axle. The boards 
are crowned to compensate for height 
differences between truck and dock level, 
and can be reversed when the truck bed 
wer than the dock 

Additional information and descriptive 
bulletin are available. 

Magline, Inc., Pinconning, Mich. 
Item No, 19 


Industrial Inspection Equipment 


A new Blak-Ray ultra-violet source de 
signed specifically for industrial fluorescent 
inspection, processing, and packing oper- 
ations, is announced by Ultra-Violet Prod- 
ucts, Inc., South Pasadena, Calif. 

The principle of fluorescent inspection 
is based on the fact that many substances, 
when activated by ultra-violet energy, emit 
a visible glow called fluorescence. Obser- 
vation of the color, intensity, and area of 
this fluorescence enables the observer to 
make accurate qualitative and quantitative 
determination of materials and objects 
being inspected. Many substances which 


19 








are not normally fluorescent can be made 
of fluorescent phosphors 
invisible in ordinary 


so by the additior 
dyes which are 
ight 
Fluorescent inspection is proving valu 
able in such fields, as the detection of 
decay and fungus in agricultural products, 
detection of flaws in metal castings and 
machined parts, and in determination of 
complete coverage where transparent or 
hard-to-see sprays, fillers, and coatings are 
applied on wood, rubber, plastic and metal. 
It is also especially useful for the detec 
tion of flaws and dye variations in tex- 
tiles, and for observation of “invisible” 
code and number markings on fabrics and 
other materials 


——— 


The new industrial-type Blak-Ray Model 
XXX-40 covers an area of 20 to 40 square 
feet with (non-injurious) long 
wave ultra-violet radiation. The fixture is 
dust-proof and vapor-proof, with a spectral 
finish aluminum reflector for maximum 
ultra-violet intensity. Three 40-watt tubes 
ire used which are made of a new self- 
filtering glass that increases the fluorescent 


intense 


response to the point where inspection 
operations can be handled in a normally 
ighted area 

Tubes are rated at 3000 hours, they burn 
cool, start instantly, and may be turned 
on and off at will with no warm-up period 
for reaching peak ultra-violet emission 
and no coolingoff period required before 
re-starting. For full information write 
Ultra-Violet Products, Inc., 145 Pasa- 
dena Ave., South Pasadena, Calif. 
Item No 


safety equipment for industry 


Manufacturers are invited to send in announcements of new 
products, or improved special features. —— items which 
b 


can be considered as "news" to our readers wil 


Food Plant Floors 

A new type of construction for food 
plant floors, based on laboratory and field 
investigations conducted during the last 
three years, is announced by The Atlas 
Mineral Products Co. This construction 
consists of a red Furnane Cement used 
to bond the tile to the concrete slab and a 
black Furnane Cement used to fill the 
vertical joints between the tile 

Furnane floors may be installed by 
either tilesetter or bricklayer methods 
using floor brick or quarry tile. They are 
essentially monolithic throughout and have 
the characteristic resistance of Alkor, the 
pioneer furnane cement, which is resistant 
to all corrosives normally found in dairies, 
breweries, canneries, bottling plants, laun 
dries and institutional kitchens. Furnane 
floors will be installed by trained crews 
located throughout the United States and 
Canada. For further information write the 
Atlas Mineral Products Co., Houston 
1, Texas. 

\ 


Fire Instruction Tags 

Colorful instruction tags, illustrating 
how to use fire extinguishers in simple 
| - 2-3 steps, are offered by the Fyr-Fyter 
Co. They are designed for visual educa- 
tion so that any person, child or adult can 
easily understand the simple operation of 
portable fire extinguishers, without reading 
the fine print on the label. 

A hole is punched at the toy 
tag so that it may be easily attached to 


of each 


the extinguisher. The tags may also he 
posted above, below, or on either side of 
the extinguished to serve as a reminder 
on what to do when fire breaks out. The 
instructions are generally applicable to all 
makes of extinguishers 

These tags will be sent free on request 
to Fyr-Fyter Co., 221 Crane St., Day- 
ton, Ohio. 
Item No. 22 


e published. 


Safety Hat 

The Paramount Rubber Co., 10401 North- 
lawn, Detroit, Mich. has developed a 
new protective hat called the Safety Top- 
per made of polyester resin reinforced with 
fiberglas. The shape of the hat is scien- 
tifically designed to provide for the vari- 
ance in head shapes, allowing each an 
adequate space between the head and the 
crown to provide for the necessary time 
limit or interval to get the head in motion 
with the blow, allowing the head to “roll 
with the punch” thus protecting the thin 
tissues surrounding the brain. 

The full leather suspension is designed 
to cushion any impact and absorb the 
thrust of the shock. The hat will sus- 
tain a shock of more than 50 foot pounds 
under the Government ball impact test and 
meets other Government specifications, ac 
cording to the manufacturer. It is fire- 
proof, giving protection against flash 
flame. It is electrically resistant, weather- 
proof, giving protection against water, hail, 
or sun. 

The Topper weighs 1414 oz. and its 
smaller cap brimmed companion, the D-81, 
weighs 12 oz. The heavy cord adjustment 
of the genuine leather suspension makes 
possible a comfortable fit in any head size 
from 614 to 8. Both models have adequate 
ventilating features and are comfortable in 
‘ny weather 


ltem N 


Every- 
most 


INFLATION is like sin. 
body is against it, but 
people are guilty of it, a good 
many seem to enjoy it, and many 
others are so used to it that they 
scarcely realize they are engaged 
in it. 
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Trade publications 


in the safety field 


These trade publications will help you to keep up-to-the-minute on new products 
and developments in industrial health and safety equipment. They are free and 
will be sent by manufacturers without obligation to readers of NATIONAL 
SAFETY NEWS who are responsible for this work. Send in the coupon below 
checked for the publications you desire. Please make your requests promptly. 


1. “Stonehouse Signs for Industrial Accident 
Prevention": Catalog No. 9 illustrates 
danger, caution, directional, informational 
anc safety instruction signs, with descrip- 
tion of size, design, and price listings. 
Stonehouse Signs, Inc. 


2. Fans and Blowers: Bulletin 3429 gives 
information on propeller fans and related 
products, including application, sugges- 
tions, ratings, dimensions. Provides direc- 
tions for installation and operation. Her- 
man Nelson. 


3. “Lighting for Industry": Manual gives 
general engineering information on prin- 
ciples and economies of lighting indoors 
and outdoors to a listing of specific indus- 
trial areas. Application, diagrams, and in- 
stallation photographs are included. Holo- 
phane Co., Inc. 


4. “Jomac Work Gloves": Catalog illus- 
trates heat and flame resistant, heavy-duty 
and light-duty work gloves, and custom- 
made sleeves, aprons, etc. C. Walker Jones 
Lo 


5. "“Fireye Sees Fire": Brochure describes 
the Fireye system which is electronic and 
“electric eye” principles. It 
instantly, giving immediate 
Fireye Corp. 


operates on 
detects _ fire 
warning 


6. “The Missing Link": Booklet describes 
how to guard against fraudulent industrial 
deafness suits by audiometric testing which 
evaluates hearing ability electronically. 
Provides a permanent record of pre-em- 
ployment hearing losses and through pe- 
riodic re-testing detects and measures any 
subsequent losses. The Maico Co., Ine. 


7. “Skid Proof Safety Enamel": Booklet 
gives general information on application 
of Convoy skid-proof safety enamel to slip- 
pery areas to prevent acc idents. Kelley- 
Mahorney Co. 


8. “Kidde Fire Protection”: Illustrated 
booklet which treats the different classes 
of fire, varying conditions of fire-fighting 


and suitable equipment for each. Featured 
is the smoke detector which gives a signal 
before flames are visible. Walter Kidde & 
Co., Ine. 


9. “The Facts About Open Steel Floor 
Grating and Industrial Safety": Booklet 
describes serrated-surface safety floors and 
stair treads. Tables, load and grating selec- 
tion tables included. A. O. Smith Corp. 


10. “Safety Marking Tools": Catalog No. 
100 features devices designed for unusual 
marking applications and describes stock 
letter and figure stamps, holders, branders, 
etc., made from wear-resistant steel. M. E. 
Cunningham 


il. “American Abrasives Fact Folder on 
Safety Flooring”: Here’s your complete file 
to help you select the safety flooring that 
answers almost any slippery condition in 
your plant or building. American Abrasive 
Metals Co. 


12. “See with Safety": Folder illustrat- 
ing chippers goggles, dust and splash gog- 
gles, and welders goggles, along with a 
wide range of protective lenses for every 
requirement. Fendall Co. 


13. “Certified Ventilating and Air Moving 
Equipment": Folder illustrates power-flow 
roof ventilators, Bifurcator fans, induced 
draft Bifurcators, ventilating sets and 
“Hy-V” air jets. De Bothezat Fans Div., 
American Machine and Metals, Inc. 


14. Floor Drying Compound: Granular 
mineral compound, neither clay nor Fuller’s 
Earth, with high absorptive properties for 
oil, grease, kerosene, water and other liq- 
uids is described in this pamphlet. Provides 
added safety in form of non-skid, non-slip 
surfaces. Insoluble, will not “pack” under- 
foot. Eagle-Picher Sales Co. 


15. Knapp Shoes: Colorful catalog de- 
scribes and illustrates complete line of 
“dress” and work shoes for men and 


women. New styles are featured equipped 
with sponge rubber cushioned innersoles. 
Knapp Brothers Shoe Mfg. Co 


16. Physicians Treatment Room Furniture: 
Catalog offers a complete line of treatment 
tables, instrument supply, utility and steri- 
lizer cabinets, _— receptacles and opera- 
tors stools. A. S. Aloe Co. 


17. Combustible Gas Alarm Systems: Bul- 
letin 11-36 describes the Davis remote head 
and tube sampling system designed to de- 
tect combustible gases and vapors in air, by 
means of continuous sampling of the flam- 
mable gas-air mixture, and arranged to 
give audible and visual signals when 
gas concentration approaches dangerous 
— Davis Emergency Equipment’ Co., 
ne. 


18. Industrial Floor Sweepers: Brochure 
gives full information about motorless, mo- 
torized and vacuum floor sweepers. Sweep- 
ers can be equipped with rotating wall 
brush to clean the hard-to-get-at angle 
between floor and wall. Parker Sweeper 
20. 


19. Modern Maintenance Catalog: A com- 
plete line of maintenance equipment is 
listed and described in this catalog which 
includes deodorants, disinfectants, dress- 
ings, insecticides, paints, waxes, polishes 
and removers. Maintenance machinery and 
equipment. Hillyard Chemical Co. 


20. Fire Extinguishing Systems: Catalog 
presents manual, mechanical, and auto- 
matic-electric carbon dioxide fire extin- 
guishing protection for spray booths, bak- 
ing ovens, quench and dip tanks, paint and 
flanxmable liquid storage rooms, and ex- 
plains blueprint service. Randolph Lab- 
oratories. 


21. “Eclipse Skelnor Reverberatory Fur- 
nace": Catalog No. C-90 describes a con- 
tinuous-charge, continuous-pour furnace for 
high production of quality casting. Dimen- 
sions, specifications included. Eclipse Fuel 
Engineering Co. 
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MERRILL 


MATERIALS HA Nol ING 


DEVICES 


TWIN LIFTER 


MERRILL BROTHERS 


56-28 ARNOLD AVE., MASPETH, N. Y. 


Combines utmost protection 
/ and style. Exclusive patented 
features found in no other hat. 
Write for Free Sample 
or Order Direct fromus 


15.00 . 


CHIC MAID HAT MFG. CO, Inc. 
630 HIGH STREET 
BUFFALO «1, Nw ¥. 


—— 
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Oakite Di-Sanite 
“CLEANS BETTER 


.- kills 
ODORS, too! 


I-SANITE is a TWO-IN- 

ONE material that fills 
the bill for low-cost cleaning 
and deodorizing. Here’s how 
Oakite Di-Sanite works. First 
it takes off the soil. Then, in- 
stead of covering up the objec- 
tionable odor with a “sweet 
something or other” .. . it 
actually destroys the odor at 
the source. 


Oakite Di-Sanite is extremely 
economical to use. Water so- 
lutions figure around 2¢ a gal- 
lon. There’s a booklet we'd 
like to mail you on the subject 
of odor control. Send for your 
FREE copy today to Oakite 
Products, Inc., 14D Rector 
Street, New York 6, N. Y. 


Technwcal Serve Representatives L. ced om 
Principal Cues of Unsted States and Canada 


SPECIALIZED INDUSTRIAL CLEANING 
MATERIALS + METHODS - SERVICE 
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No. 374 
Comfort- 
Bridge 
Goggles 


No. 380 
Sideshield 
Comfort- 
Bridge 
Goggles 


CESCO’s 
Sturdy, non-flammable — exclusive 
plastic frame Comfort - Bridge 
Goggles 


CESCO's exclusive Comfort-Bridge Spectacles and Goggles 
offer— Broad-bearing nose rests... Selective bridge and eye sizes 

3alanced weight distribution ...Sturdy construction... Attrac- 
tive appearance. There is a size and type for every face and 
every job. They are comfortable to wear. They provide real eye 


protection. They're right before your eyes. 
Send TODAY 


for CESCO literature and the name of 
your CESCO safety equipment distributor 
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Ao “HEAVY DUTY 


Best for Flexibility, 
Heat Resistance, Wear 


“Shake hands” with AO’s~ 


tion for welders. Each glove and mitten is 1 








super’ line of hand protec- 
1” long... 
has a smooth finish ... improved heavy weight soft 
lining on back for greater protection . . . quality edges 
bound with tape and stitched. These are features which 
make this chrome-tanned horsehide line better than 
ever. Test them on the job. See the difference! Feel 
nearest AO Safety Products 


the difference! Your 


Representative can supply you. 


Also ask to see and test 

the other six gloves and mittens 
in this top quality 

AO line. 


TX100 Gunn cut—one piece back. Double thickness of leather on 
first finger and thumb, also on portion of palm. Lined on back 


from wrist to finger-tips 


5X163 Gives exceptional resistance to heat on gas welding and 
heaviest amperage electric welding. One-piece back and palm. 
Welted at all vulnerable seams. Extra heavy lining on back of hand. 


TX200 Gunn style. Standard size (11) also sizes 10, 12. Welted 
seam at base of palm and wrist. One-piece back. Wing thumb. 


6X141 One-piece back and palm. Crotch of thumb reinforced with 
wide leather strap. All vulnerable seams welted for extra protec- 


tion. Back of hand is lined. 


SOUTHBRIDGE, MASSACHUSETTS +« BRANCHES IN PRINCIPAL CITIES 





